6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 


Events Percent (of 

Reported 326,239) 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.83% 
0.20% 





5-HYDROXYINDOLACETIC ACID 
ABDOMEN CRUSHING 

ABDOMEN SCAN 

ABDOMEN SCAN NORMAL 
ABDOMINAL ABSCESS 

ABDOMINAL ADHESIONS 
ABDOMINAL CAVITY DRAINAGE 
ABDOMINAL DISCOMFORT 
ABDOMINAL DISTENSION 
ABDOMINAL EXPLORATION 
ABDOMINAL HERNIA 

ABDOMINAL INFECTION 
ABDOMINAL INJURY 

ABDOMINAL LYMPHADENOPATHY 
ABDOMINAL MASS 

ABDOMINAL NEOPLASM 
ABDOMINAL OPERATION 
ABDOMINAL PAIN 

ABDOMINAL PAIN LOWER 
ABDOMINAL PAIN UPPER 
ABDOMINAL REBOUND TENDERNESS 
ABDOMINAL RIGIDITY 
ABDOMINAL SEPSIS 

ABDOMINAL SYMPTOM 
ABDOMINAL TENDERNESS 
ABDOMINAL WALL CYST 
ABDOMINAL WALL HAEMATOMA 
ABDOMINAL WALL HAEMORRHAGE 
ABDOMINAL WALL OEDEMA 
ABDOMINAL WALL OPERATION 
ABDOMINAL X-RAY 
ABDOMINOPLASTY 

ABNORMAL BEHAVIOUR 
ABNORMAL CLOTTING FACTOR 
ABNORMAL DREAMS 

ABNORMAL FAECES 

ABNORMAL LOSS OF WEIGHT 
ABNORMAL SENSATION IN EYE 
ABNORMAL SLEEP-RELATED EVENT 
ABNORMAL UTERINE BLEEDING 
ABNORMAL WEIGHT GAIN 
ABNORMAL WITHDRAWAL BLEEDING 
ABORTION 

ABORTION INDUCED 

ABORTION MISSED 

ABORTION OF ECTOPIC PREGNANCY 
ABORTION SPONTANEOUS 
ABORTION SPONTANEOUS INCOMPLETE 
ABORTION THREATENED 
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6/15/2021 The Vaccine Adverse Event о System (VAERS) Results Form 


|________ шлем Je IST 
Reported 326,239) 

ABSCESS DRAINAGE 0.01% 
ABSCESS LIMB 0.00% 
ABSCESS OF EYELID 

ABSENCE OF IMMEDIATE TREATMENT RESPONSE 


0.00% 
ACANTHOMA 
ACARODERMATITIS 
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0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
ACCELERATED HYPERTENSION 0.00% 
ACCESSORY MUSCLE 0.0096 
ACCIDENT AT HOME 0.00% 
ACCIDENTAL OVERDOSE 0.01% 
ACHLORHYDRIA 

ACID BASE BALANCE 

ACID FAST BACILLI INFECTION 

ACINETOBACTER TEST POSITIVE 

ACOUSTIC NEURITIS 

ACOUSTIC SHOCK 

ACOUSTIC STIMULATION TESTS ABNORMAL 

ACQUIRED DYSFIBRINOGENAEMIA 

ACTH STIMULATION TEST NORMAL 

ACTINOMYCES TEST POSITIVE 

ACTIVATED PARTIAL THROMBOPLASTIN TIME ABNORMAL 

ACTIVATED PARTIAL THROMBOPLASTIN TIME PROLONGED 

ACTIVATED PARTIAL THROMBOPLASTIN TIME SHORTENED 

ACTIVATED PROTEIN C RESISTANCE TEST 


0.00% 
ACHENBACH SYNDROME 
ACQUIRED DIAPHRAGMATIC EVENTRATION 
ACTIVATED PROTEIN C RESISTANCE TEST POSITIVE 
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6/15/2021 The Vaccine Adverse Event ~~~ COC System (VAERS) Results Form 


= ПЕШ ППЕз ПІ 
Керогтеа 326,239) 
0.00% 
0.00% 
0.00% 
0.01% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.15% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 


ACUPUNCTURE 

ACUTE ABDOMEN 

ACUTE CARDIAC EVENT 

ACUTE CORONARY SYNDROME 

ACUTE DISSEMINATED ENCEPHALOMYELITIS 
ACUTE FEBRILE NEUTROPHILIC DERMATOSIS 
ACUTE GENERALISED EXANTHEMATOUS PUSTULOSIS 
ACUTE HAEMORRHAGIC ULCERATIVE COLITIS 
ACUTE HEPATIC FAILURE 

ACUTE HEPATITIS B 

ACUTE HIV INFECTION 

ACUTE INTERSTITIAL PNEUMONITIS 

ACUTE KIDNEY INJURY 

ACUTE LEFT VENTRICULAR FAILURE 

ACUTE LEUKAEMIA 

ACUTE LUNG INJURY 

ACUTE LYMPHOCYTIC LEUKAEMIA 

ACUTE MEGAKARYOCYTIC LEUKAEMIA 
ACUTE MONOCYTIC LEUKAEMIA 

ACUTE MOTOR AXONAL NEUROPATHY 

ACUTE MOTOR-SENSORY AXONAL NEUROPATHY 
ACUTE MYELOID LEUKAEMIA 

ACUTE MYOCARDIAL INFARCTION 

ACUTE POLYNEUROPATHY 

ACUTE PROMYELOCYTIC LEUKAEMIA 

ACUTE PSYCHOSIS 

ACUTE PULMONARY OEDEMA 

ACUTE RESPIRATORY DISTRESS SYNDROME 
ACUTE RESPIRATORY FAILURE 

ACUTE SINUSITIS 

ACUTE STRESS DISORDER 

ACUTE UNDIFFERENTIATED LEUKAEMIA 
ADAMTS13 ACTIVITY ABNORMAL 

ADAMTS13 ACTIVITY ASSAY 

ADAMTS13 ACTIVITY DECREASED 
ADAMTS13 ACTIVITY NORMAL 

ADAMTS13 INHIBITOR SCREEN ASSAY 
ADDISON'S DISEASE 

ADENOCARCINOMA 

ADENOCARCINOMA METASTATIC 
ADENOCARCINOMA OF COLON 
ADENOCARCINOMA OF THE CERVIX 
ADENOCARCINOMA PANCREAS 

ADENOIDAL DISORDER 

ADENOIDAL HYPERTROPHY 
ADENOIDECTOMY 

ADENOVIRUS INFECTION 

ADENOVIRUS TEST 

ADENOVIRUS TEST POSITIVE 

ADHESION 
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6/15/2021 The Vaccine Adverse Event Sr CC System (VAERS) Results Form 


вама) Пе ве | 
Reported 326,239) 
ADJUSTED CALCIUM 0.00% 
ADJUSTMENT DISORDER WITH DEPRESSED MOOD 0.00% 
ADMINISTRATION SITE BRUISE 0.00% 
ADMINISTRATION SITE DYSAESTHESIA 0.00% 
ADMINISTRATION SITE INFLAMMATION 0.00% 
ADMINISTRATION SITE JOINT MOVEMENT IMPAIRMENT 

ADMINISTRATION SITE PAIN 

ADMINISTRATION SITE REACTION 

ADMINISTRATION SITE WARMTH 

ADNEXA UTERI PAIN 


0.00% 
0.00% 
ADNEXAL TORSION 
ADRENAL ADENOMA 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

ADRENAL DISORDER 

ADRENAL INSUFFICIENCY 

ADRENERGIC SYNDROME 

ADRENOCORTICOTROPIC HORMONE DEFICIENCY 

ADULT FAILURE TO THRIVE 

ADVERSE EVENT FOLLOWING IMMUNISATION 

ADVERSE REACTION 

AFFECT LABILITY 

AGE-RELATED MACULAR DEGENERATION 

AGGLUTINATION TEST 

AGITATION 


AGNOSIA 
AGONAL DEATH STRUGGLE 
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6/15/2021 The Vaccine Adverse Event ~~~ CSCS System (VAERS) Results Form 


Events Percent (of 
Reported 326,239) 
ВЕЕ O RESPIRATION 
AGONAL RHYTHM 


0.01% 
0.00% 
AIRWAY BURNS 0.00% 
AIRWAY SECRETION CLEARANCE THERAPY 
AKINESIA 


0.0096 
0.0096 
0.0096 
0.0096 
0.0196 

ALANINE AMINOTRANSFERASE DECREASED 0.00% 

ALANINE AMINOTRANSFERASE NORMAL 

ALBUMIN CSF INCREASED 

ALBUMIN GLOBULIN RATIO ABNORMAL 

ALBUMIN GLOBULIN RATIO INCREASED 

ALBUMIN URINE 


0.06% 
0.00% 
ALBUMIN URINE ABSENT 
ALBUMIN URINE PRESENT 


0.00% 
0.00% 
0.01% 
0.00% 
0.00% 
0.00% 
0.02% 

ALCOHOL ABUSE 

ALCOHOL INTOLERANCE 

ALCOHOL TEST NEGATIVE 

ALCOHOL WITHDRAWAL SYNDROME 

ALCOHOLISM 

ALDOLASE INCREASED 

ALICE IN WONDERLAND SYNDROME 

ALLERGIC BRONCHITIS 

ALLERGIC RESPIRATORY DISEASE 

ALLERGIC SINUSITIS 

ALLERGY TEST 


ALLERGY TEST NEGATIVE 
ALLERGY TEST POSITIVE 
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6/15/2021 The Vaccine Adverse Event О System (VAERS) Results Form 


вазна (Ex IDEE ПІ 
Reported 326,239) 

ALLERGY TO ANIMAL 0.00% 
ALLERGY TO CHEMICALS 0.00% 
ALLERGY ТО PLANTS 0.00% 
ALLERGY TO SYNTHETIC FABRIC 0.00% 
ALLODYNIA 0.01% 
ALOPECIA AREATA 

ALPHA 1 FOETOPROTEIN 

ALPHA 1 GLOBULIN INCREASED 

ALPHA 2 GLOBULIN DECREASED 

ALPHA TUMOUR NECROSIS FACTOR 


0.01% 
0.00% 
ALPHA TUMOUR NECROSIS FACTOR INCREASED 
ALPHA-1 ANTI-TRYPSIN NORMAL 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

ALTERED PITCH PERCEPTION 

ALTERED VISUAL DEPTH PERCEPTION 

ALVEOLITIS 

AMBLYOPIA 

AMINO ACID LEVEL 

AMMONIA 

AMMONIA NORMAL 

AMNIOCENTESIS 

AMNIORRHOEA 

AMNIOTIC FLUID INDEX DECREASED 

AMNIOTIC FLUID VOLUME INCREASED 


AMNIOTIC MEMBRANE RUPTURE TEST NEGATIVE 
AMNIOTIC MEMBRANE RUPTURE TEST POSITIVE 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 


Events 
Reported 


AMPHETAMINES 


Percent (of 
326,239) 


0.00% 





AMPHETAMINES NEGATIVE 
AMPHETAMINES POSITIVE 
AMPUTATION 


0.00% 
0.00% 
0.00% 





AMPUTATION STUMP PAIN 
AMYLASE 


0.00% 
0.01% 





AMYLASE DECREASED 
AMYLASE INCREASED 


0.00% 
0.00% 





AMYLASE NORMAL 


AMYLOID RELATED IMAGING ABNORMALITY-MICROHAEMORRHAGES AND 
HAEMOSIDERIN DEPOSITS 


0.01% 


0.00% 





AMYLOIDOSIS 
AMYOTROPHIC LATERAL SCLEROSIS 


0.00% 
0.00% 





ANAEMIA 
ANAEMIA MACROCYTIC 
ANAEMIA OF CHRONIC DISEASE 


0.07% 
0.00% 
0.00% 





ANAEMIA OF MALIGNANT DISEASE 
ANAESTHESIA 


0.00% 
0.00% 





ANAESTHESIA ORAL 
ANAL ABSCESS 
ANAL ERYTHEMA 


0.00% 
0.00% 
0.00% 





ANAL HAEMORRHAGE 
ANAL HYPOAESTHESIA 


~ 
њ | N 


0.00% 
0.00% 





ANAL INCONTINENCE 
ANAL INFLAMMATION 


= 
= 
= 


0.03% 
0.00% 





ANAL PRURITUS 
ANAL RASH 
ANAL SKIN TAGS 


0.00% 
0.00% 
0.00% 





ANAL ULCER 


E 


о | = | = 


0.00% 





= 


ANALGESIC DRUG LEVEL 0.00% 
ANALGESIC DRUG LEVEL DECREASED 0.00% 


0.00% 





ANALGESIC DRUG LEVEL THERAPEUTIC 
ANALGESIC INTERVENTION SUPPORTIVE THERAPY 


= |+ 


0.00% 


EE 


= 





ANAPHYLACTIC REACTION = 0.39% 
ANAPHYLACTIC SHOCK 0.04% 





ANAPHYLACTOID REACTION 0.0196 
ANAPHYLACTOID SYNDROME OF PREGNANCY 0.00% 


0.00% 





ANAPHYLAXIS PROPHYLAXIS 
ANAPHYLAXIS TREATMENT 


0.00% 





АМОВОСЕМЕТТС АГОРЕСТА 0.00% 
ANEMBRYONIC GESTATION 0.00% 


0.01% 





ANEURYSM 
ANEURYSM REPAIR 


ANEURYSM RUPTURED 


0.00% 





ANEURYSMAL BONE CYST 





ANGELMAN'S SYNDROME 





ANGER 0.03% 
ANGINA PECTORIS 0.07% 
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6/15/2021 The Vaccine Adverse Event пи System (VAERS) Results Form 
s эт ПЕ Тәж” | 
Керогтеа 326,239) 

ANGINA UNSTABLE 0.00% 
0.17% 
0.03% 

ANGIOGRAM CEREBRAL 

ANGIOGRAM CEREBRAL NORMAL 0.03% 
0.01% 

ANGIOGRAM PULMONARY ABNORMAL 0.11% 

ANGIOGRAM RETINA 
0.00% 

ANGIOTENSIN CONVERTING ENZYME 01% 

ANGULAR CHEILITIS 

ANHEDONIA 

ANIMAL BITE 

ANION GAP ABNORMAL 

ANISOMASTIA 

ANKLE BRACHIAL INDEX NORMAL 

ANOGENITAL WARTS 

ANORECTAL DISORDER 

ANTERIOR CHAMBER INFLAMMATION 

ANTI FACTOR V ANTIBODY 

ANTI FACTOR VIII ANTIBODY INCREASED 


0.01% 
ANGIOGRAM 
ANGIOGRAM ABNORMAL 

0.02% 
ANGIOGRAM PERIPHERAL ABNORMAL 0.00% 
ANGIOGRAM PULMONARY 

0.00% 
АМСТОРАТНУ 
ANGIOPLASTY 0.01% 
ANHIDROSIS 
ANION GAP NORMAL 
ANISOCYTOSIS 
ANKYLOGLOSSIA CONGENITAL 
ANKYLOSING SPONDYLITIS 
ANOSMIA 
ANOSOGNOSIA 
ANTI FACTOR VIII ANTIBODY POSITIVE 











https://wonder.cdc.gov/controller/datarequest/D8;jsessionid-7D8A0F3A0305CB59E92A55AA8C77 8/162 


6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 


Eee [LL [T 
Reported 326,239) 

0.00% 
0.00% 


0.00% 
0.00% 
0.01% 
0.01% 


0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 
0.00% 
0.00% 


0.00% 
0.00% 
0.00% 


0.00% 
0.00% 
0.00% 





ANTI FACTOR ХА ASSAY NORMAL 
ANTI-AQUAPORIN-4 ANTIBODY 

ANTI-AQUAPORIN-4 ANTIBODY POSITIVE 
ANTI-CYCLIC CITRULLINATED PEPTIDE ANTIBODY 
ANTI-ERYTHROPOIETIN ANTIBODY NEGATIVE 
ANTI-GAD ANTIBODY 

ANTI-GANGLIOSIDE ANTIBODY 

ANTI-GLOMERULAR BASEMENT MEMBRANE ANTIBODY 
ANTI-GLOMERULAR BASEMENT MEMBRANE DISEASE 
ANTI-HLA ANTIBODY TEST POSITIVE 


ANTI-MUELLERIAN HORMONE LEVEL DECREASED 
ANTI-MUELLERIAN HORMONE LEVEL NORMAL 


ANTI-MUSCLE SPECIFIC KINASE ANTIBODY 

ANTI-MYELIN-ASSOCIATED GLYCOPROTEIN ANTIBODIES POSITIVE 
ANTI-NMDA ANTIBODY 

ANTI-PLATELET ANTIBODY 

ANTI-PLATELET ANTIBODY POSITIVE 

ANTI-THYROID ANTIBODY 0.00% 
ANTI-THYROID ANTIBODY NEGATIVE 0.00% 
_ о. 
ANTI-TRANSGLUTAMINASE ANTIBODY 0.00% 
ANTI-ZINC TRANSPORTER 8 ANTIBODY POSITIVE 0.00% 
ANTIACETYLCHOLINE RECEPTOR ANTIBODY POSITIVE 


0.0096 
0.00% 
АМТТВТОТТС ТНЕВАРУ 
ANTIBODY TEST 
ANTIBODY TEST ABNORMAL 
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6/15/2021 The Vaccine Adverse Event sm] COC System (VAERS) Results Form 


вы ЕЩЕ 
Reported 326,239) 
ANTIBODY TEST NEGATIVE 0.01% 
ANTICOAGULANT THERAPY 0.17% 
ANTICOAGULATION DRUG LEVEL ABOVE THERAPEUTIC 0.00% 
ANTICOAGULATION DRUG LEVEL THERAPEUTIC 0.00% 
ANTICONVULSANT DRUG LEVEL INCREASED 0.00% 
ANTIDEPRESSANT DRUG LEVEL 

ANTIENDOMYSIAL ANTIBODY POSITIVE 

ANTIMICROBIAL SUSCEPTIBILITY TEST SENSITIVE 

ANTIMITOCHONDRIAL ANTIBODY NORMAL 

ANTINEUTROPHIL CYTOPLASMIC ANTIBODY INCREASED 


0.00% 
0.00% 
ANTINEUTROPHIL CYTOPLASMIC ANTIBODY NEGATIVE 
ANTINEUTROPHIL CYTOPLASMIC ANTIBODY POSITIVE 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 

ANTINUCLEAR ANTIBODY 

ANTINUCLEAR ANTIBODY NEGATIVE 

ANTIPHOSPHOLIPID ANTIBODIES NEGATIVE 

ANTIPHOSPHOLIPID SYNDROME 

ANTIPSYCHOTIC DRUG LEVEL 

ANTIRIBOSOMAL P ANTIBODY 

ANTISOCIAL BEHAVIOUR 

ANTITHROMBIN III DECREASED 

ANTIVIRAL TREATMENT 

ANXIETY 

AORTIC ANEURYSM 


AORTIC ANEURYSM REPAIR 
AORTIC ANEURYSM RUPTURE 
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6/15/2021 The Vaccine Adverse Event Sr. COC System (VAERS) Results Form 


С m | Je [T 
Reported 326,239) 

AORTIC ARTERIOSCLEROSIS 0.01% 
AORTIC DISORDER 0.00% 
AORTIC EMBOLUS 0.00% 
AORTIC STENOSIS 0.00% 
AORTIC VALVE DISEASE 0.00% 
AORTIC VALVE REPLACEMENT 

AORTIC VALVE STENOSIS 

APALLIC SYNDROME 

APGAR SCORE 

APHASIA 


0.00% 
0.00% 
APHONIA 
APHTHOUS ULCER 


0.00% 
0.00% 
APICAL GRANULOMA 
APNOEA 


0.00% 


0.00% 
0.01% 
0.00% 
0.00% 

APOPTOSIS 

APPENDICEAL ABSCESS 

APPENDICITIS 

APPENDIX DISORDER 

APPLICATION SITE BRUISE 

APPLICATION SITE DISCOLOURATION 

APPLICATION SITE HAEMORRHAGE 

APPLICATION SITE LACERATION 

APPLICATION SITE PAIN 


APPLICATION SITE RASH 
APPLICATION SITE SWELLING 
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6/15/2021 The Vaccine Adverse Event ~~ COC System (VAERS) Results Form 


Events Percent (of 
Reported 326,239) 
Le E O 
APTYALISM 


0.01% 
0.00% 
ARACHNOID WEB 0.00% 
AREFLEXIA 
ARRHYTHMIA 


0.00% 
0.01% 
0.00% 
0.10% 
0.00% 

ARTERIAL CATHETERISATION 0.00% 

ARTERIAL CATHETERISATION NORMAL 

ARTERIAL HAEMORRHAGE 

ARTERIAL REVASCULARISATION 

ARTERIAL STENOSIS 

ARTERIAL THERAPEUTIC PROCEDURE 


0.00% 
0.00% 
ARTERIAL THROMBOSIS 
ARTERIOGRAM 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

ARTERIOGRAM ABNORMAL 

ARTERIOGRAM CAROTID ABNORMAL 

ARTERIOGRAM CORONARY NORMAL 

ARTERIOSCLEROSIS CORONARY ARTERY 

ARTERIOSPASM CORONARY 

ARTERIOVENOUS FISTULA OPERATION 

ARTERIOVENOUS FISTULA THROMBOSIS 

ARTERITIS 

ARTHRALGIA 

ARTHRITIS BACTERIAL 

ARTHRITIS INFECTIVE 


ARTHRITIS REACTIVE 
ARTHROGRAM 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
IE 
Reported 326,239) 
ARTHROPATHY 74 0.02% 
REH 
ARTHROSCOPY 0.00% 
ARTIFICIAL HEART DEVICE USER 0.00% 
ASBESTOSIS 0.00% 
SEH 
ASPARTATE AMINOTRANSFERASE DECREASED 15 0.00% 
ASPARTATE AMINOTRANSFERASE NORMAL 189 0.06% 
ASPERGILLUS TEST 0.00% 
ASPIRATION 0.02% 
ASPIRATION BURSA 
ASPIRATION JOINT ABNORMAL 


0.00% 
0.00% 
ASPIRATION PLEURAL CAVITY 
ASPIRATION TRACHEAL NORMAL 


ASPIRIN-EXACERBATED RESPIRATORY DISEASE 

AST TO PLATELET RATIO INDEX INCREASED 0.00% 
ASTHENIA 13,407 4.11% 
ASTHMA 674 0.21% 
mm 
ASTHMA PROPHYLAXIS 4 0.00% 
к 


2 
ASYMPTOMATIC COVID-19 126 0.04% 
ATAXIA 0.03% 


89 
ATELECTASIS 142 0.04% 
— 
ATONIC URINARY BLADDER 1 0.00% 
ATRIAL FIBRILLATION 956 0.29% 
EE 
ATRIAL PRESSURE 1 0.00% 
E 
ATRIAL SEPTAL DEFECT REPAIR 2 0.00% 
ATRIAL TACHYCARDIA 9 0.00% 
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6/15/2021 The Vaccine Adverse Event Sr COC System (VAERS) Results Form 


O m [Exe Е TT 
Reported 326,239) 
ATRIOVENTRICULAR BLOCK 0.01% 
ATRIOVENTRICULAR BLOCK SECOND DEGREE 0.00% 
ATROPHY OF GLOBE 0.00% 
ATYPICAL MYCOBACTERIAL INFECTION 0.00% 
AUDIOGRAM 

AUDIOGRAM NORMAL 

AUDITORY NERVE DISORDER 


0.0096 
0.0196 
0.03% 
0.02% 

AUSCULTATION 

AUTOANTIBODY NEGATIVE 

AUTOANTIBODY TEST 


0.01% 
0.01% 
AUTOIMMUNE DEMYELINATING DISEASE 
AUTOIMMUNE DERMATITIS 


0.00% 
0.02% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

AUTOIMMUNE DISORDER 

AUTOIMMUNE EYE DISORDER 

AUTOIMMUNE HYPOTHYROIDISM 

AUTOIMMUNE MYOCARDITIS 

AUTOIMMUNE THYROID DISORDER 

AUTOMATIC POSITIVE AIRWAY PRESSURE 

AUTONOMIC NERVOUS SYSTEM IMBALANCE 

AUTOPSY 

AVULSION FRACTURE 

AXILLARY LYMPHADENECTOMY 

AXILLARY NERVE INJURY 


AXILLARY PAIN 
AXILLARY VEIN THROMBOSIS 





15 
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6/15/2021 The Vaccine Adverse Event --- CC System (VAERS) Results Form 
0.00% 
B-CELL LYMPHOMA 
B-CELL LYMPHOMA STAGE II 0.00% 
0.01% 


BACK PAIN 6,300 1.93% 
BACTERIAL DISEASE CARRIER 0.00% 
BACTERIAL PYELONEPHRITIS 0.00% 
BACTERIAL TEST NEGATIVE 0.01% 
BACTERIAL VAGINOSIS 

BACTERIURIA 


0.01% 
0.00% 
BACTEROIDES BACTERAEMIA 
BALANCE DISORDER 


0.00% 
BALANCE TEST 
BAND NEUTROPHIL COUNT 
BAND NEUTROPHIL PERCENTAGE 
BAND NEUTROPHIL PERCENTAGE INCREASED 
BANDAEMIA 
BARIUM ENEMA ABNORMAL 
BARIUM SWALLOW ABNORMAL 
BAROTITIS MEDIA 
BARTHOLIN'S CYST 
BARTONELLA TEST NEGATIVE 
BASAL GANGLIA HAEMATOMA 


BASAL GANGLIA HAEMORRHAGE 
BASAL GANGLIA INFARCTION 


ШЕ МИ МИ 

ШЕТІ Ее ,239) 

AXILLARY WEB SYNDROME 0.00% 
on eg o 

2 0.00% 

B-CELL SMALL LYMPHOCYTIC LYMPHOMA 1 0.00% 

BACILLE CALMETTE-GUERIN SCAR REACTIVATION 1 0.00% 
Gass ne 
32 
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6/15/2021 The Vaccine Adverse Event Sr CC System (VAERS) Results Form 


ша (Ez TD ESSE ПІ 
Reported 326,239) 

BASAL GANGLIA STROKE 0.01% 
BASE EXCESS INCREASED 0.00% 
BASEDOW'S DISEASE 

BASILAR ARTERY OCCLUSION 


0.01% 
BASOPHIL COUNT 
BASOPHIL COUNT ABNORMAL 


























Кә] 





























0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
BASOPHIL COUNT DECREASED 0.02% 
BASOPHIL COUNT NORMAL 0.02% 
BASOPHIL PERCENTAGE INCREASED 0.00% 
BEDRIDDEN 0.07% 
BEHCET'S SYNDROME 

BELL'S PALSY 

BELLIGERENCE 

BENIGN ENLARGEMENT OF THE SUBARACHNOID SPACES 

BENZODIAZEPINE DRUG LEVEL 

BETA 2 MICROGLOBULIN 

BETA GLOBULIN 

BETA HAEMOLYTIC STREPTOCOCCAL INFECTION 

BETA-2 GLYCOPROTEIN ANTIBODY NEGATIVE 

BICKERSTAFF'S ENCEPHALITIS 

BIFASCICULAR BLOCK 

BILE CULTURE NEGATIVE 

BILE DUCT STONE 

BILEVEL POSITIVE AIRWAY PRESSURE 


0.00% 
BEHAVIOURAL THERAPY 
BETA GLOBULIN NORMAL 
BILIARY ASCITES 
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6/15/2021 The Vaccine Adverse Event ~~~ COC System (VAERS) Results Form 


|_________ Бем JETT 
Reported 326,239) 

BILIARY CATHETER INSERTION 0.00% 
BILIARY DYSKINESIA 0.00% 
BILIARY SEPSIS 0.00% 
BILIRUBIN CONJUGATED 0.01% 
BILIRUBIN CONJUGATED NORMAL 0.00% 
BILIRUBIN URINE PRESENT 

BINOCULAR EYE MOVEMENT DISORDER 

BIOPSY ABDOMINAL WALL 

BIOPSY ARTERY 

BIOPSY ARTERY NORMAL 


0.00% 
0.00% 
BIOPSY BLOOD VESSEL 
BIOPSY BLOOD VESSEL ABNORMAL 


0.00% 
0.00% 
0.05% 
0.00% 
0.00% 
0.00% 
0.00% 

BIOPSY BONE 

BIOPSY BONE MARROW 

BIOPSY BRAIN 

BIOPSY BRAIN NORMAL 

BIOPSY BREAST NORMAL 

BIOPSY CHORIONIC VILLOUS 

BIOPSY COLON 

BIOPSY COLON NORMAL 

BIOPSY FOETAL 

BIOPSY HEART 

BIOPSY KIDNEY 


BIOPSY KIDNEY ABNORMAL 
BIOPSY KIDNEY NORMAL 





№ 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 


[Reported LIES ||| 
Reported 326,239) 











N 














о 
+ 














0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
































BIOPSY LIVER 15 0.00% 
0.00% 

BIOPSY LUNG NORMAL 0.00% 

BIOPSY LYMPH GLAND ABNORMAL 

BIOPSY PERICARDIUM 

BIOPSY PLACENTA 0.00% 
0.00% 

BIOPSY SMALL INTESTINE 0.00% 

BIOPSY SMALL INTESTINE NORMAL 

BIOPSY STOMACH 

BIOPSY STOMACH NORMAL 

BIOPSY TONGUE ABNORMAL 

BIOPSY UTERUS 

BIPOLAR I DISORDER 

BITE 

BLADDER DILATATION 3 0.00% 

к — 

BLADDER DISORDER 19 


0.00% 
0.01% 
BIOPSY MUSCLE 
0.00% 
0.00% 
0.00% 
BIOPSY SOFT TISSUE 
BIOPSY THYROID GLAND 
BIOPSY VOCAL CORD ABNORMAL 
BLADDER CANCER STAGE IV 
BLADDER DYSFUNCTION 


BIOPSY LUNG 
BIOPSY LUNG ABNORMAL 

0.00% 
BIOPSY MUSCLE ABNORMAL 
BIOPSY OESOPHAGUS NORMAL 

0.00% 
BIOPSY SKIN ABNORMAL 0.01% 
BIOPSY SKIN NORMAL 
BIOPSY SPINAL CORD 
BIOPSY THYROID GLAND ABNORMAL 
BIOPSY THYROID GLAND NORMAL 
BIOPSY VULVA 
BIPOLAR DISORDER 
BLADDER CATHETER REPLACEMENT 0.00% 
BLADDER CATHETERISATION 48 0.01% 
BLADDER HYDRODISTENSION 
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6/15/2021 The Vaccine Adverse Event О ыыы CC System (VAERS) Results Form 


Emptor sete ве | 
Reported 326,239) 

BLADDER HYPERTROPHY 0.00% 
BLADDER MASS 0.00% 
BLADDER NEOPLASM 0.00% 
BLADDER PAIN 0.01% 
BLADDER SPASM 0.00% 
BLADDER TRANSITIONAL CELL CARCINOMA 

BLAST CELL CRISIS 

BLASTOMYCOSIS 

BLEEDING TIME PROLONGED 

BLEPHARITIS 


0.00% 
0.00% 
BLEPHAROCHALASIS 
BLEPHAROSPASM 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

BLINDNESS 

BLINDNESS TRANSIENT 

BLISTER INFECTED 

BLOOD 1,25-DIHYDROXYCHOLECALCIFEROL 

BLOOD 25-HYDROXYCHOLECALCIFEROL 

BLOOD ALBUMIN 

BLOOD ALBUMIN DECREASED 

BLOOD ALBUMIN NORMAL 

BLOOD ALCOHOL NORMAL 

BLOOD ALKALINE PHOSPHATASE 

BLOOD ALKALINE PHOSPHATASE INCREASED 


BLOOD ALKALINE PHOSPHATASE NORMAL 
BLOOD ARSENIC NORMAL 











N 
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6/15/2021 The Vaccine Adverse Event о System (VAERS) Results Form 
2 њене ПРЕ П 
Reported 326,239) 

BLOOD BACTERICIDAL ACTIVITY 0.00% 
BLOOD BETA-D-GLUCAN NORMAL 0.00% 
BLOOD BICARBONATE 0.00% 
BLOOD BICARBONATE DECREASED 0.01% 
BLOOD BILIRUBIN 0.02% 
BLOOD BILIRUBIN DECREASED 0.01% 
BLOOD BILIRUBIN NORMAL 0.06% 
BLOOD BILIRUBIN UNCONJUGATED INCREASED 6 0.00% 
BLOOD BLISTER 0.02% 
BLOOD CADMIUM 


BLOOD CAFFEINE DECREASED 
BLOOD CALCITONIN NORMAL 


BLOOD CALCIUM 

BLOOD CALCIUM DECREASED 
BLOOD CANNABINOIDS 

BLOOD CANNABINOIDS NORMAL 
BLOOD CATECHOLAMINES 

BLOOD CHLORIDE ABNORMAL 
BLOOD CHLORIDE INCREASED 
BLOOD CHOLESTEROL 

BLOOD CHOLESTEROL INCREASED 
BLOOD CHOLINESTERASE NORMAL 
BLOOD CHROMIUM INCREASED 


BLOOD COPPER 
BLOOD COPPER DECREASED 
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6/15/2021 The Vaccine Adverse Event ~~~ CSC System (VAERS) Results Form 


Events Percent (of 
Reported 326,239) 
с Pm O COPPER INCREASED 
BLOOD COPPER NORMAL 


0.00% 
0.00% 
BLOOD CORTICOTROPHIN ABNORMAL 0.00% 
BLOOD CORTICOTROPHIN NORMAL 
BLOOD COUNT 
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0.00% 
0.00% 
0.02% 
0.00% 
0.01% 
0.00% 

BLOOD СКЕАТІМЕ DECREASED 0.00% 

BLOOD CREATINE NORMAL 0.01% 

BLOOD CREATINE PHOSPHOKINASE DECREASED 0.00% 

BLOOD CREATINE PHOSPHOKINASE MB 0.01% 

BLOOD CREATINE PHOSPHOKINASE MB INCREASED 

BLOOD CREATINE PHOSPHOKINASE MB NORMAL 

BLOOD CREATININE 

BLOOD CREATININE DECREASED 

BLOOD CULTURE 

BLOOD CULTURE POSITIVE 

BLOOD DONATION 

BLOOD ELECTROLYTES NORMAL 

BLOOD ETHANOL 

BLOOD FIBRINOGEN 

BLOOD FIBRINOGEN DECREASED 

BLOOD FIBRINOGEN NORMAL 

BLOOD FOLATE 


0.00% 
BLOOD CREATINE 
BLOOD CREATINE ABNORMAL 

0.01% 
BLOOD CREATINE PHOSPHOKINASE NORMAL 
BLOOD ELECTROLYTES ABNORMAL 
BLOOD ELECTROLYTES DECREASED 
BLOOD FOLATE ABNORMAL 
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6/15/2021 The Vaccine Adverse Event ~~~ COC System (VAERS) Results Form 


Emme] Je IST 
Reported 326,239) 

BLOOD FOLATE DECREASED 0.00% 
BLOOD FOLLICLE STIMULATING HORMONE 0.00% 
BLOOD FOLLICLE STIMULATING HORMONE INCREASED 0.00% 
BLOOD GALACTOSE 0.00% 
BLOOD GASES NORMAL 0.00% 
BLOOD GLUCOSE ABNORMAL 

BLOOD GLUCOSE FLUCTUATION 

BLOOD GONADOTROPHIN 

BLOOD GROUP O 

BLOOD HEAVY METAL ABNORMAL 


0.03% 
0.09% 
BLOOD HEAVY METAL NORMAL 
BLOOD HEAVY METAL TEST 


0.01% 
0.31% 
0.30% 
0.00% 
0.00% 
0.00% 
0.00% 

BLOOD HIV RNA 

BLOOD HOMOCYSTEINE 

BLOOD IMMUNOGLOBULIN A 

BLOOD IMMUNOGLOBULIN A INCREASED 

BLOOD IMMUNOGLOBULIN E 

BLOOD IMMUNOGLOBULIN G 

BLOOD IMMUNOGLOBULIN G DECREASED 

BLOOD IMMUNOGLOBULIN G NORMAL 

BLOOD IMMUNOGLOBULIN M INCREASED 

BLOOD INSULIN 

BLOOD INSULIN DECREASED 


BLOOD INSULIN INCREASED 
BLOOD INSULIN NORMAL 
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6/15/2021 The Vaccine Adverse Event ~~ COC System (VAERS) Results Form 


юе (Ex JESS [I 
Reported 326,239) 

BLOOD IRON 0.02% 
BLOOD IRON INCREASED 0.00% 
BLOOD KETONE BODY 0.01% 
BLOOD KETONE BODY INCREASED 0.00% 
BLOOD LACTATE DEHYDROGENASE DECREASED 0.00% 
BLOOD LACTATE DEHYDROGENASE NORMAL 

BLOOD LACTIC ACID ABNORMAL 

BLOOD LACTIC ACID NORMAL 

BLOOD LEAD NORMAL 

BLOOD LUTEINISING HORMONE 


0.01% 
0.08% 
BLOOD LUTEINISING HORMONE INCREASED 
BLOOD LUTEINISING HORMONE NORMAL 


0.00% 
0.01% 
0.04% 
0.02% 
0.00% 
0.00% 
0.00% 

BLOOD MAGNESIUM 

BLOOD MAGNESIUM DECREASED 

BLOOD MERCURY 

BLOOD MERCURY NORMAL 

BLOOD METHANOL 

BLOOD OESTROGEN INCREASED 

BLOOD OSMOLARITY 

BLOOD OSMOLARITY INCREASED 

BLOOD PARATHYROID HORMONE DECREASED 

BLOOD PARATHYROID HORMONE NORMAL 


BLOOD PH DECREASED 
BLOOD PH INCREASED 
BLOOD PH NORMAL 
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6/15/2021 The Vaccine Adverse Event па System (VAERS) Results Form 
mms (ж. E 
Reported 326,239) 

BLOOD PHOSPHORUS 
0.01% 
0.00% 

BLOOD POTASSIUM 

BLOOD POTASSIUM DECREASED 0.10% 
0.24% 

BLOOD PRESSURE DIASTOLIC 0.00% 

BLOOD PRESSURE DIASTOLIC DECREASED 

BLOOD PRESSURE INADEQUATELY CONTROLLED 0.00% 

BLOOD PRESSURE MANAGEMENT 

BLOOD PRESSURE ORTHOSTATIC 

BLOOD PRESSURE ORTHOSTATIC INCREASED 

BLOOD PRESSURE SYSTOLIC INCREASED 

BLOOD PRODUCT TRANSFUSION DEPENDENT 

BLOOD SMEAR TEST 

BLOOD SMEAR TEST NORMAL 

BLOOD SODIUM NORMAL 

BLOOD TEST ABNORMAL 


0.02% 
BLOOD PHOSPHORUS DECREASED 
0.01% 
BLOOD POTASSIUM NORMAL 0.10% 
0.00% 
BLOOD PRESSURE DIFFERENCE OF EXTREMITIES 0.00% 
BLOOD PRESSURE MEASUREMENT 
BLOOD PRESSURE SYSTOLIC 
BLOOD PROLACTIN DECREASED 
BLOOD SODIUM ABNORMAL 
BLOOD TEST NORMAL 


0.00% 
BLOOD PHOSPHORUS INCREASED 
BLOOD PHOSPHORUS NORMAL 

0.03% 
BLOOD PRESSURE ABNORMAL 0.07% 
BLOOD PRESSURE DECREASED 

0.00% 
BLOOD PRESSURE FLUCTUATION 0.06% 
BLOOD PRESSURE IMMEASURABLE 0.00% 
BLOOD PRESSURE NORMAL 
BLOOD PRESSURE SYSTOLIC ABNORMAL 
BLOOD PRESSURE SYSTOLIC DECREASED 
BLOOD PROLACTIN INCREASED 
BLOOD PROLACTIN NORMAL 
BLOOD SODIUM DECREASED 
BLOOD SODIUM INCREASED 
BLOOD TESTOSTERONE 
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+. N | [мон |N Q + Кө у] 











https://wonder.cdc.gov/controller/datarequest/D8;jsessionid-7D8A0F3A0305CB59E92A55AA8C77 24/162 


6/15/2021 The Vaccine Adverse Event О ыыы COC System (VAERS) Results Form 


[ mj EZ ње [D 
Reported 326,239) 

BLOOD TESTOSTERONE DECREASED 0.00% 
BLOOD TESTOSTERONE FREE NORMAL 0.00% 
BLOOD TESTOSTERONE NORMAL 0.00% 
BLOOD THROMBOPLASTIN 0.00% 
BLOOD THYROID STIMULATING HORMONE ABNORMAL 0.00% 
BLOOD THYROID STIMULATING HORMONE INCREASED 

BLOOD TRIGLYCERIDES 

BLOOD TRIGLYCERIDES NORMAL 

BLOOD UREA 

BLOOD UREA DECREASED 


0.01% 
0.05% 
BLOOD UREA INCREASED 
BLOOD UREA NITROGEN/CREATININE RATIO 


0.01% 
0.00% 
0.01% 
0.01% 
0.00% 
02% 

0.00% 

BLOOD UREA NITROGEN/CREATININE RATIO DECREASED 

BLOOD UREA NORMAL 

BLOOD URIC ACID DECREASED 

BLOOD URIC ACID NORMAL 

BLOOD URINE ABSENT 

BLOOD ZINC 

BLOODY DISCHARGE 

BLUNTED AFFECT 

BODY HEIGHT DECREASED 

BODY MASS INDEX INCREASED 

BODY TEMPERATURE 


BODY TEMPERATURE ABNORMAL 
BODY TEMPERATURE DECREASED 
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6/15/2021 The Vaccine Adverse Event пио System (VAERS) Results Form 
|__________ Бимон [ ЫП [БЕ ТІ 
Reported 326,239) 

BODY TEMPERATURE FLUCTUATION 0.03% 

BODY TINEA 0.00% 

BONE CONTUSION 0.00% 

BONE DENSITOMETRY 0.00% 

BONE DENSITY INCREASED 0.00% 

BONE DISORDER 0.00% 

BONE FRAGMENTATION 

BONE MARROW DISORDER 

BONE MARROW MYELOGRAM ABNORMAL 

BONE MARROW RETICULIN FIBROSIS 


0.00% 
0.00% 
BONE MARROW TRANSPLANT 
BONE NEOPLASM 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

BONE PAIN 

BONE SCAN NORMAL 

BORDETELLA TEST 

BORRELIA TEST 

BORRELIA TEST POSITIVE 

BRACHIAL PLEXOPATHY 

BRACHIOCEPHALIC VEIN THROMBOSIS 

BRADYCARDIA FOETAL 

BRADYPNOEA 

BRAIN CANCER METASTATIC 

BRAIN CONTUSION 


BRAIN DEATH 
BRAIN HERNIATION 
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6/15/2021 The Vaccine Adverse Event О sm C~C~S System (VAERS) Results Form 
em [ESI [БШ | 
Reported 326,239) 
BRAIN HYPOXIA 
0.00% 
0.04% 
BRAIN NATRIURETIC PEPTIDE DECREASED 
BRAIN NATRIURETIC PEPTIDE NORMAL 0.03% 
0.02% 
ВКАТМ ОРЕКАТТОМ 0.00% 
ВКАТМ SCAN NORMAL 
0.00% 
BRAIN STEM STROKE 0.00% 
BRAIN STEM THROMBOSIS 
BREAST ABSCESS 
BREAST CANCER FEMALE 
BREAST DISCHARGE 
BREAST DISCOMFORT 
BREAST FEEDING 
BREAST INDURATION 
BREAST OEDEMA 
BREAST PAIN 


0.00% 
0.00% 
0.00% 
0.01% 

BRAIN TUMOUR OPERATION 

BREAST CANCER RECURRENT 

BREAST PROSTHESIS REMOVAL 


0.01% 
BRAIN NATRIURETIC PEPTIDE 
BRAIN NATRIURETIC PEPTIDE ABNORMAL 

0.00% 
BRAIN NEOPLASM MALIGNANT 0.00% 
BRAIN OEDEMA 

0.01% 
BRAIN STEM INFARCTION 
BRAIN STEM ISCHAEMIA 0.00% 
BREAKTHROUGH PAIN 
BREAST CELLULITIS 
BREAST CYST 
BREAST ENGORGEMENT 
BREAST ENLARGEMENT 
BREAST MILK DISCOLOURATION 
BREAST NEOPLASM 
BREAST PROSTHESIS USER 
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|_________ њен el [T 
Reported 326,239) 

0.00% 
0.07% 
0.06% 
0.00% 
0.00% 
0.00% 
0.03% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.04% 
0.00% 
0.00% 


BREAST RECONSTRUCTION 
BREAST SWELLING 

BREAST TENDERNESS 

BREATH HOLDING 

BREATH ODOUR 

BREATH SOUNDS 

BREATH SOUNDS ABNORMAL 
BREATH SOUNDS ABSENT 
BREATH SOUNDS NORMAL 
BRONCHIAL DISORDER 
BRONCHIAL HYPERREACTIVITY 
BRONCHIAL IRRITATION 
BRONCHIAL NEOPLASM 
BRONCHIAL OEDEMA 
BRONCHIAL SECRETION RETENTION 
BRONCHIAL WALL THICKENING 
BRONCHIECTASIS 
BRONCHIOLITIS 

BRONCHITIS 

BRONCHITIS BACTERIAL 
BRONCHITIS CHRONIC 
BRONCHOALVEOLAR LAVAGE 
BRONCHOALVEOLAR LAVAGE ABNORMAL 
BRONCHOALVEOLAR LAVAGE NORMAL 
BRONCHOGENIC CYST 
BRONCHOGRAM ABNORMAL 
BRONCHOSCOPY 
BRONCHOSCOPY ABNORMAL 
BRONCHOSCOPY NORMAL 
BRONCHOSPASM 
BRONCHOSTENOSIS 

BROW PTOSIS 
BROWN-SEQUARD SYNDROME 
BRUCELLA TEST NEGATIVE 
BRUDZINSKI'S SIGN 











со 
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BRONCHOSCOPYNORMAL © 
80 

Zeen | 
1 

1 
вама 
а 
1 

5 


BUDD-CHIARI SYNDROME 

BULBAR PALSY 

BULLOUS HAEMORRHAGIC DERMATOSIS 
BULLOUS IMPETIGO 

BUNDLE BRANCH BLOCK 

BUNDLE BRANCH BLOCK BILATERAL 
BUNDLE BRANCH BLOCK LEFT 
BUNDLE BRANCH BLOCK RIGHT 
BURKITT'S LYMPHOMA 

BURN OESOPHAGEAL 

BURN OF INTERNAL ORGANS 

BURN ORAL CAVITY 

BURNING MOUTH SYNDROME 
BURNING SENSATION 
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6/15/2021 Тһе Уассіпе Adverse Event Sr COC System (VAERS) Results Form 
[meme Е Е 
Reported 326,239) 
BURNING SENSATION MUCOSAL 
0.00% 
0.00% 
BURSA INJURY 
BURSITIS 0.04% 
0.00% 
C-REACTIVE PROTEIN DECREASED 0.00% 
C-REACTIVE PROTEIN NORMAL 
0.00% 
CAESAREAN SECTION 01% 
CALCINOSIS 
CALCIUM IONISED DECREASED 
CALCULUS BLADDER 
CANALITH REPOSITIONING PROCEDURE 
CANCER SURGERY 
CAPILLARITIS 
CAPILLARY FRAGILITY 
CAPSULE ENDOSCOPY 
CARBOHYDRATE ANTIGEN 125 INCREASED 


0.00% 
BURNS SECOND DEGREE 

0.00% 
BUTTOCK INJURY 0.00% 

0.19% 
C1 ESTERASE INHIBITOR TEST NORMAL 

0.00% 
CALCIUM IONISED 
CALYCEAL DIVERTICULUM 
CARBOHYDRATE ANTIGEN 15-3 


0.00% 
BURNS THIRD DEGREE 
BURSA DISORDER 

0.00% 
C-REACTIVE PROTEIN 0.10% 
C-REACTIVE PROTEIN ABNORMAL 

0.07% 
C3 GLOMERULOPATHY 
CACHEXIA 0.00% 
CALCIUM IONISED ABNORMAL 
CAMPYLOBACTER INFECTION 
CAMPYLOBACTER TEST POSITIVE 
CANDIDA TEST NEGATIVE 
CANDIDA TEST POSITIVE 
CAPILLARY NAIL REFILL TEST ABNORMAL 
CAPNOGRAM 
CARBOHYDRATE ANTIGEN 19-9 
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|_________ шлем Je IST 
Reported 326,239) 
CARBOHYDRATE ANTIGEN 19-9 INCREASED 0.00% 
CARBON DIOXIDE ABNORMAL 0.00% 
CARBON DIOXIDE INCREASED 0.01% 
CARBOXYHAEMOGLOBIN 0.00% 
CARBUNCLE 0.00% 
CARCINOEMBRYONIC ANTIGEN INCREASED 

CARCINOID SYNDROME 

CARDIAC ANEURYSM 

CARDIAC ARREST NEONATAL 

CARDIAC COMPLICATION ASSOCIATED WITH DEVICE 


0.00% 
0.00% 
CARDIAC DEATH 
CARDIAC DEVICE REPROGRAMMING 


0.00% 
0.00% 
0.00% 
0.00% 
0.17% 
0.00% 
0.01% 

CARDIAC DISCOMFORT 

CARDIAC DYSFUNCTION 

CARDIAC ELECTROPHYSIOLOGIC STUDY NORMAL 

CARDIAC FAILURE ACUTE 

CARDIAC FAILURE CONGESTIVE 

CARDIAC FUNCTION TEST 

CARDIAC FUNCTION TEST NORMAL 

CARDIAC IMAGING PROCEDURE 

CARDIAC INDEX 

CARDIAC MONITORING ABNORMAL 

CARDIAC MURMUR 


CARDIAC OPERATION 
CARDIAC OUTPUT 
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[ m LS, ње | 
Reported 326,239) 

CARDIAC OUTPUT DECREASED 0.00% 
CARDIAC PACEMAKER EVALUATION 0.00% 
САКОТАС РАСЕМАКЕВ REPLACEMENT 0.00% 
CARDIAC PHARMACOLOGIC STRESS TEST 0.00% 
CARDIAC SEPTAL DEFECT 0.00% 
САКОТАС STRESS TEST 

CARDIAC STRESS TEST NORMAL 

CARDIAC TELEMETRY ABNORMAL 

CARDIAC VALVE DISEASE 

CARDIAC VEIN DISSECTION 


0.07% 
0.01% 
CARDIAC VENTRICULAR DISORDER 
CARDIAC VENTRICULAR THROMBOSIS 


0.02% 
0.00% 
0.01% 
0.00% 
0.01% 
0.00% 
0.00% 

CARDIAC VENTRICULOGRAM 

CARDIAC VENTRICULOGRAM LEFT ABNORMAL 

CARDIO-RESPIRATORY DISTRESS 

CARDIOGENIC SHOCK 

CARDIOLIPIN ANTIBODY NEGATIVE 

CARDIOMYOPATHY 

CARDIOPULMONARY EXERCISE TEST ABNORMAL 

CARDIOPULMONARY FAILURE 

CARDIOVASCULAR DECONDITIONING 

CARDIOVASCULAR EVALUATION 

CARDIOVASCULAR FUNCTION TEST 


CARDIOVASCULAR FUNCTION TEST NORMAL 
CARDIOVASCULAR INSUFFICIENCY 
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вы LB JESS ПІ 
Reported 326,239) 
CARDIOVASCULAR SYMPTOM 0.00% 
CARNITINE NORMAL 0.00% 
CAROTID ARTERIOSCLEROSIS 0.00% 
CAROTID ARTERY DISEASE 0.00% 
CAROTID ARTERY STENOSIS 0.01% 
CAROTID ARTERY THROMBOSIS 

CAROTID PULSE 

CAROTIDYNIA 

CARTILAGE ATROPHY 

CAST APPLICATION 


0.00% 
0.00% 
CATAPLEXY 
CATARACT 


0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.00% 

CATARACT NUCLEAR 

CATARRH 

CATECHOLAMINES URINE 

CATHETER MANAGEMENT 

CATHETER SITE ERYTHEMA 

CATHETER SITE SWELLING 

CATHETER SITE WARMTH 

CATHETERISATION CARDIAC ABNORMAL 

CAUDA EQUINA SYNDROME 

CAVERNOUS SINUS THROMBOSIS 

CD4 LYMPHOCYTE PERCENTAGE DECREASED 


CD4 LYMPHOCYTES DECREASED 
CD4 LYMPHOCYTES INCREASED 
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[ЖОШ ЕЛЫ 
Reported 326,239) 
CD4/CD8 RATIO 0.00% 


CELL MARKER 0.00% 
CELL-MEDIATED CYTOTOXICITY 


0.00% 
CELLULITIS 0.31% 
CELLULITIS GANGRENOUS 0.00% 
CELLULITIS ORBITAL 


0.00% 
CELLULITIS STAPHYLOCOCCAL 
CENTRAL CORD SYNDROME 


CENTRAL NERVOUS SYSTEM IMMUNE RECONSTITUTION INFLAMMATORY 
RESPONSE 


CENTRAL NERVOUS SYSTEM INFECTION 


3 zë 
CENTRAL NERVOUS SYSTEM INJURY 1 0.00% 
CENTRAL NERVOUS SYSTEM STIMULATION 0.00% 
CENTRAL PAIN SYNDROME 0.00% 
CENTRAL VENOUS CATHETERISATION 24 0.01% 
CENTRAL VISION LOSS 0.00% 
CEREBELLAR ATROPHY 0.00% 
CEREBELLAR HAEMORRHAGE 11 0.00% 
CEREBELLAR INFARCTION 15 0.00% 
CEREBRAL AMYLOID ANGIOPATHY 0.00% 
CEREBRAL ARTERY EMBOLISM 0.00% 
CEREBRAL ARTERY STENOSIS 
CEREBRAL ATROPHY 
CEREBRAL CAVERNOUS MALFORMATION 
CEREBRAL CONGESTION 10 


0.02% 
CEREBRAL CYST 2 
CEREBRAL DISORDER 


0.00% 
CEREBRAL ENDOVASCULAR ANEURYSM REPAIR 
CEREBRAL HAEMATOMA 


0.00% 
https://wonder.cdc.gov/controller/datarequest/D8;jsessionid=/D8A0F3A0305CB59E92A55AA8C77 33/162 
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вы (Ex TT ЫЫ [I 
Reported 326,239) 
CEREBRAL HAEMORRHAGE 0.07% 
CEREBRAL INFARCTION 0.05% 
CEREBRAL MASS EFFECT 0.01% 
CEREBRAL MICROEMBOLISM 0.00% 
CEREBRAL PALSY 0.00% 
CEREBRAL SMALL VESSEL ISCHAEMIC DISEASE 

CEREBRAL VASOCONSTRICTION 

CEREBRAL VENTRICLE DILATATION 

CEREBROSPINAL FLUID LEAKAGE 

CEREBROVASCULAR ACCIDENT 


0.02% 
0.02% 
CEREBROVASCULAR DISORDER 
CEREBROVASCULAR OPERATION 


0.00% 
0.03% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 

CERULOPLASMIN 

CERULOPLASMIN NORMAL 

CERVICAL DILATATION 

CERVICAL DYSPLASIA 

CERVICAL NEURITIS 

CERVICAL SPINAL STENOSIS 

CERVICITIS TRICHOMONAL 

CERVICOGENIC HEADACHE 

CERVIX CERCLAGE PROCEDURE 

CERVIX OPERATION 

CHALAZION 


CHANGE IN SEIZURE PRESENTATION 
CHANGE IN SUSTAINED ATTENTION 
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[monet ње | 
Reported 326,239) 

CHANGE OF BOWEL HABIT 0.00% 
CHEMICAL BURN 0.00% 
CHEMOCAUTERISATION 0.00% 
CHEMOTHERAPY 0.01% 
CHEST EXPANSION DECREASED 0.00% 
CHEST PAIN 

CHEST TUBE INSERTION 

CHEST WALL MASS 0.00% 
CHEST X-RAY ABNORMAL 0.22% 
CHEYNE-STOKES RESPIRATION 


2.29% 
0.00% 
CHILD MALTREATMENT SYNDROME 
CHILDHOOD ASTHMA 





D 








N 
N 











0.01% 
0.00% 
0.00% 




















CHILLBLAINS 0.01% 
CHILLS 16.37% 


0.00% 
0.00% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.03% 
0.02% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.01% 
0.00% 
0.00% 
0.00% 
0.02% 
0.00% 
0.00% 





CHIROPRACTIC 
CHLAMYDIA TEST POSITIVE 
CHLOASMA 

CHOKING 
CHOLANGIOGRAM 
CHOLANGITIS SCLEROSING 
CHOLECYSTITIS 
CHOLECYSTITIS INFECTIVE 
CHOLELITHOTOMY 
CHOLERA 


CHOLESTASIS 
CHOLESTASIS OF PREGNANCY 
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6/15/2021 


The Vaccine Adverse Event Reporting System (VAERS) Results Form 


Events 
Reported 


1 


Percent (of 
326,239) 


0.00% 





CHONDRITIS 
CHONDROCALCINOSIS 


CHONDROCALCINOSIS PYROPHOSPHATE 


1 


0.00% 





CHONDROPATHY 
CHOREA 


0.00% 
0.00% 


0.00% 





CHOREOATHETOSIS 
CHORIORETINITIS 


0.00% 
0.00% 





CHORIORETINOPATHY 
CHOROIDAL DETACHMENT 


CHROMATOPSIA 


238 


0.00% 





CHROMATURIA 
CHROMOSOMAL ANALYSIS 


0.07% 
0.00% 


0.00% 





CHROMOSOME ANALYSIS ABNORMAL 
CHROMOSOME ANALYSIS NORMAL 


CHRONIC ACTIVE EPSTEIN-BARR VIRUS INFECTION 


0.00% 





CHRONIC ALLOGRAFT NEPHROPATHY 


CHRONIC FATIGUE SYNDROME 


0.00% 
0.00% 


0.00% 





CHRONIC GASTRITIS 
CHRONIC HEPATITIS C 


0.00% 
0.00% 





CHRONIC INFLAMMATORY DEMYELINATING POLYRADICULONEUROPATHY 
CHRONIC KIDNEY DISEASE 


CHRONIC LEFT VENTRICULAR FAILURE 


0.02% 





CHRONIC LYMPHOCYTIC LEUKAEMIA 





CHRONIC MYELOID LEUKAEMIA RECURRENT 


0.00% 





CHRONIC MYELOMONOCYTIC LEUKAEMIA 
CHRONIC OBSTRUCTIVE PULMONARY DISEASE 


0.05% 





CHRONIC PAROXYSMAL НЕМТСКАМТА 
CHRONIC PIGMENTED PURPURA 


CHRONIC RESPIRATORY FAILURE 


0.00% 
0.00% 


0.00% 





CHRONIC RHINOSINUSITIS WITHOUT NASAL POLYPS 
CHRONIC SINUSITIS 


0.00% 





CHRONIC SPONTANEOUS URTICARIA 
CIRCADIAN RHYTHM SLEEP DISORDER 


0.00% 
0.00% 





CIRCULATORY COLLAPSE 
CIRCUMORAL OEDEMA 
CIRCUMORAL SWELLING 


CIRCUMSTANCE OR INFORMATION CAPABLE OF LEADING TO DEVICE USE 
ERROR 


CIRCUMSTANCE OR INFORMATION CAPABLE OF LEADING TO MEDICATION 
ERROR 


16 
6 


25 


1 
50 


0.00% 
0.00% 


0.02% 





CIRCUMSTANTIALITY 


0.00% 
0.00% 





CIRRHOSIS ALCOHOLIC 
CITROBACTER INFECTION 


CLAMPING OF BLOOD VESSEL 


0.00% 





CLAUDICATION OF JAW MUSCLES 
CLAUSTROPHOBIA 


14 


0.00% 
0.00% 


0.00% 





CLAVICLE FRACTURE 
CLINICAL TRIAL PARTICIPANT 


CLINICALLY ISOLATED SYNDROME 


0.00% 
0.00% 





CLINOMANIA 


CLONIC CONVULSION 
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— mmm (Е 526,239) 
Reported 326,239) 


0.00% 





CLONUS 
CLOSTRIDIUM DIFFICILE COLITIS 


CLOSTRIDIUM DIFFICILE INFECTION 


M 


0.01% 
0.00% 
0.01% 





CLOSTRIDIUM TEST 
CLOSTRIDIUM TEST NEGATIVE 


0.00% 
0.00% 





CLOSTRIDIUM TEST POSITIVE 
CLUBBING 


N 
о 


0.00% 
0.01% 





CLUMSINESS 
CLUSTER HEADACHE 


CNS VENTRICULITIS 


0.01% 
0.00% 
0.00% 





COAGULATION FACTOR 
COAGULATION FACTOR INCREASED 


0.00% 
0.00% 





COAGULATION FACTOR IX LEVEL 
COAGULATION FACTOR LEVEL NORMAL 


0.00% 
0.00% 





COAGULATION FACTOR V LEVEL 
COAGULATION FACTOR V LEVEL NORMAL 


COAGULATION FACTOR VIII LEVEL INCREASED 


0.00% 
0.00% 
0.00% 





COAGULATION FACTOR XII LEVEL 
COAGULATION TEST 


ul 


0.02% 
0.00% 





о 
о 


COAGULATION TEST ABNORMAL 
COAGULATION TEST NORMAL 


COAGULATION TIME 


= 
= 


0.01% 





COAGULATION TIME NORMAL 





COAGULATION TIME PROLONGED 





ul 


COAGULATION TIME SHORTENED 
COAGULOPATHY 





COATING IN MOUTH 
COCCIDIOIDOMYCOSIS 


COCCYDYNIA 





COELIAC ARTERY COMPRESSION SYNDROME 
COELIAC ARTERY STENOSIS 





COELIAC DISEASE 
COGNITIVE DISORDER 





COGNITIVE LINGUISTIC DEFICIT 
COGNITIVE TEST 


COGWHEEL RIGIDITY 





COLD AGGLUTININS 
COLD AGGLUTININS NEGATIVE 





COLD BURN 
COLD SWEAT 





COLD URTICARIA 
COLD-STIMULUS HEADACHE 


COLECTOMY 





COLITIS 
COLITIS ISCHAEMIC 





COLITIS MICROSCOPIC 
COLITIS ULCERATIVE 


COLLAGEN DISORDER 





COLLOID BRAIN CYST 





COLON CANCER 
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pete) (Е. 526,239) 
Reported 326,239) 


0.00% 





COLON OPERATION 
COLONIC ABSCESS 


COLONIC FISTULA 


0.00% 
0.00% 
0.03% 





COLONOSCOPY 
COLONOSCOPY ABNORMAL 


0.01% 
0.00% 





COLONOSCOPY NORMAL 
COLORECTAL CANCER 


0.00% 
0.00% 





COLORECTOSTOMY 
COLOSTOMY 


COLOSTOMY INFECTION 


0.00% 
0.00% 
0.00% 





COLOUR BLINDNESS 
COLOUR VISION TESTS 


0.00% 
0.00% 





COLOUR VISION TESTS ABNORMAL 
COMA 


0.01% 
0.00% 





COMA ACIDOTIC 
COMA SCALE 


COMA SCALE ABNORMAL 


0.00% 
0.00% 
0.00% 





COMA SCALE NORMAL 
COMBINED IMMUNODEFICIENCY 


0.00% 
0.00% 





COMMINUTED FRACTURE 
COMMUNICATION DISORDER 


COMPARTMENT SYNDROME 


0.02% 





COMPLEMENT FACTOR 





COMPLEMENT FACTOR C2 





COMPLEMENT FACTOR C3 
COMPLEMENT FACTOR C3 DECREASED 





COMPLEMENT FACTOR C3 INCREASED 
COMPLEMENT FACTOR C4 


COMPLEMENT FACTOR C4 DECREASED 





COMPLEMENT FACTOR C4 INCREASED 
COMPLEMENT FACTOR DECREASED 





COMPLEMENT FACTOR INCREASED 
COMPLEMENT FACTOR NORMAL 





COMPLEMENT FIXATION TEST POSITIVE 
COMPLETED SUICIDE 


COMPLEX REGIONAL PAIN SYNDROME 





COMPLICATED APPENDICITIS 
COMPLICATION ASSOCIATED WITH DEVICE 





COMPLICATION OF PREGNANCY 
COMPRESSION FRACTURE 





COMPRESSION GARMENT APPLICATION 
COMPULSIVE CHEEK BITING 


COMPUTED TOMOGRAPHIC GASTROGRAPHY 





COMPUTERISED TOMOGRAM 
COMPUTERISED TOMOGRAM ABDOMEN 





COMPUTERISED TOMOGRAM ABDOMEN ABNORMAL 
COMPUTERISED TOMOGRAM ABDOMEN NORMAL 


COMPUTERISED TOMOGRAM ABNORMAL 





COMPUTERISED TOMOGRAM AORTA 





COMPUTERISED TOMOGRAM CORONARY ARTERY 
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pee) Пе Ш 526,239) 
Reported 326,239) 


0.00% 





COMPUTERISED TOMOGRAM CORONARY ARTERY ABNORMAL 
COMPUTERISED TOMOGRAM CORONARY ARTERY NORMAL 


COMPUTERISED TOMOGRAM HEAD 


= 


0.00% 
0.35% 
0.14% 





COMPUTERISED TOMOGRAM HEAD ABNORMAL 
COMPUTERISED TOMOGRAM HEAD NORMAL 


0.16% 
0.00% 





COMPUTERISED TOMOGRAM INTESTINE 
COMPUTERISED TOMOGRAM KIDNEY 


0.00% 
0.00% 





COMPUTERISED TOMOGRAM KIDNEY ABNORMAL 
COMPUTERISED TOMOGRAM KIDNEY NORMAL 


COMPUTERISED TOMOGRAM LIVER 


0.00% 
0.00% 
0.06% 





COMPUTERISED TOMOGRAM NECK 
COMPUTERISED TOMOGRAM NORMAL 


0.29% 
0.00% 





COMPUTERISED TOMOGRAM OF GALLBLADDER 
COMPUTERISED TOMOGRAM PANCREAS ABNORMAL 


0.00% 
0.00% 





COMPUTERISED TOMOGRAM PANCREAS NORMAL 
COMPUTERISED TOMOGRAM PELVIS 


COMPUTERISED TOMOGRAM PELVIS ABNORMAL 


N 
N 


0.03% 
0.02% 
0.02% 





COMPUTERISED TOMOGRAM SPINE 
COMPUTERISED TOMOGRAM THORAX 


0.19% 
0.16% 





COMPUTERISED TOMOGRAM THORAX ABNORMAL 
COMPUTERISED TOMOGRAM THORAX NORMAL 


CONCUSSION 


0.04% 





CONDITION AGGRAVATED 





CONDUCTION DISORDER 





CONDUCTIVE DEAFNESS 
CONFABULATION 





CONFUSIONAL AROUSAL 
CONFUSIONAL STATE 


CONGENITAL ANOMALY 





CONGENITAL CYSTIC KIDNEY DISEASE 
CONGENITAL HYPERCOAGULATION 





CONGENITAL MYOPATHY 
CONGENITAL SKIN DIMPLES 





CONGENITAL UTERINE ANOMALY 
CONGESTIVE CARDIOMYOPATHY 


CONGESTIVE HEPATOPATHY 





CONJUNCTIVAL BLEB 
CONJUNCTIVAL DISCOLOURATION 





CONJUNCTIVAL DISORDER 
CONJUNCTIVAL HAEMORRHAGE 





CONJUNCTIVAL HYPERAEMIA 
CONJUNCTIVAL IRRITATION 


CONJUNCTIVAL OEDEMA 





CONJUNCTIVAL PALLOR 
CONJUNCTIVAL SCAR 





CONJUNCTIVITIS 
CONJUNCTIVITIS ALLERGIC 


CONJUNCTIVITIS BACTERIAL 





CONJUNCTIVITIS VIRAL 





CONNECTIVE TISSUE DISORDER 


N 
e 
N O |N | O ыы | = | = | 0) | 5 | ~ | М | 5 | 
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CONNECTIVE TISSUE INFLAMMATION 


ERS) Results Form 


O Е. Eae) || 
Reported 326,239) 


0.00% 





CONSCIOUSNESS FLUCTUATING 
CONSTIPATION 
CONSTRICTED AFFECT 


e 


0.01% 
0.12% 
0.00% 





CONTACT LENS INTOLERANCE 
CONTINUOUS GLUCOSE MONITORING 


0.00% 
0.00% 





CONTINUOUS HAEMODIAFILTRATION 
CONTINUOUS POSITIVE AIRWAY PRESSURE 


0.00% 
0.01% 





CONTRACEPTION 
CONTRAINDICATED PRODUCT ADMINISTERED 
CONTRAINDICATED PRODUCT PRESCRIBED 


0.00% 
0.00% 
0.00% 





CONTRAINDICATION TO MEDICAL TREATMENT 
CONTRAINDICATION TO VACCINATION 


0.00% 
0.01% 





CONTRAST MEDIA ALLERGY 
CONTRAST MEDIA REACTION 


0.00% 
0.00% 





CONTUSION 
CONUS MEDULLARIS SYNDROME 
CONVALESCENT PLASMA TRANSFUSION 


0.54% 
0.00% 
0.01% 


~ 


N 
A 





CONVERSION DISORDER 
COOLING THERAPY 


N 
A 


0.01% 
01% 


о 
о 





COOMBS DIRECT TEST 
COOMBS DIRECT TEST NEGATIVE 


0.00% 


ШШ 





COOMBS NEGATIVE HAEMOLYTIC ANAEMIA 





COOMBS TEST 
COOMBS TEST NEGATIVE 





COOMBS TEST POSITIVE 
COORDINATION ABNORMAL 


о 





COPROLALIA 
COR PULMONALE 
COR PULMONALE ACUTE 





CORNEAL ABRASION 
CORNEAL DEGENERATION 





CORNEAL ENDOTHELIITIS 
CORNEAL EPITHELIUM DEFECT 





CORNEAL GRAFT REJECTION 
CORNEAL INFILTRATES 
CORNEAL LESION 





CORNEAL OEDEMA 
CORNEAL OPACITY 





CORNEAL REFLEX DECREASED 
CORNEAL TRANSPLANT 





CORONARY ANGIOPLASTY 
CORONARY ARTERIAL STENT INSERTION 
CORONARY ARTERY ANEURYSM 





CORONARY ARTERY BYPASS 
CORONARY ARTERY DILATATION 





CORONARY ARTERY DISEASE 
CORONARY ARTERY DISSECTION 


° 





CORONARY ARTERY EMBOLISM 


о 





CORONARY ARTERY OCCLUSION 
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=a 
Reported 326,239) 

0.00% 
0.01% 
0.00% 
0.01% 
0.00% 
0.00% 
0.01% 
0.00% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 


CORONARY ARTERY REOCCLUSION 

CORONARY ARTERY STENOSIS 

CORONARY ARTERY STENT REMOVAL 

CORONARY ARTERY THROMBOSIS 

CORONARY OSTIAL STENOSIS 

CORONAVIRUS INFECTION 

CORONAVIRUS TEST 

CORONAVIRUS TEST NEGATIVE 

CORONAVIRUS TEST POSITIVE 

CORRECTIVE LENS USER 

CORTICOSTEROID BINDING GLOBULIN TEST 
CORTICOTROPIN-RELEASING HORMONE STIMULATION TEST 
CORTISOL DECREASED 

CORTISOL INCREASED 

CORTISOL NORMAL 

COSTOCHONDRITIS 0.0196 
COSTOVERTEBRAL ANGLE TENDERNESS 0.00% 
COUGH i 2.29% 
COUGH DECREASED 0.00% 
COUGH VARIANT ASTHMA 0.00% 
COVID-19 1.91% 
COVID-19 IMMUNISATION 

COVID-19 PNEUMONIA 

COVID-19 PROPHYLAXIS 

COVID-19 SCREENING 

COVID-19 TREATMENT 

COXIELLA TEST 

COXSACKIE VIRAL INFECTION 

COXSACKIE VIRUS TEST 

COXSACKIE VIRUS TEST NEGATIVE 
COXSACKIE VIRUS TEST POSITIVE 
CRAMP-FASCICULATION SYNDROME 
CRANIAL NERVE DISORDER 

CRANIAL NERVE INFECTION 

CRANIAL NERVE INJURY 

CRANIAL NERVE PALSIES MULTIPLE 
CRANIAL NERVE PARALYSIS 

CRANIECTOMY 

CRANIOCEREBRAL INJURY 

CRANIOTOMY 

CREATINE URINE 

CREATINE URINE INCREASED 

CREATININE RENAL CLEARANCE 
CREATININE RENAL CLEARANCE DECREASED 
CREATININE RENAL CLEARANCE INCREASED 
CREATININE RENAL CLEARANCE NORMAL 
CREATININE URINE 

CREATININE URINE DECREASED 
CREATININE URINE INCREASED 
CREPITATIONS 
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= (Rexel Aspen 
Reported 326,239) 
CRITICAL ILLNESS 

CROHN'S DISEASE 


0.00% 
CROSSMATCH 


0.0196 
0.0096 
CROUP INFECTIOUS 0.00% 
CRYOGLOBULINS 
CRYPTITIS 


0.11% 
0.00% 
0.00% 
0.00% 
0.01% 

CRYSTAL URINE 0.00% 

CRYSTAL URINE PRESENT 

CSF CELL COUNT DECREASED 

CSF CULTURE 

CSF CULTURE POSITIVE 

CSF GLUCOSE 


0.00% 
0.00% 
CSF GLUCOSE DECREASED 
CSF GLUCOSE INCREASED 


0.00% 
0.00% 
0.01% 
0.00% 
0.01% 
0.00% 
0.00% 

CSF GLUCOSE NORMAL 

CSF IMMUNOGLOBULIN G INDEX 

CSF LACTATE DEHYDROGENASE NORMAL 

CSF LYMPHOCYTE COUNT ABNORMAL 

CSF LYMPHOCYTE COUNT NORMAL 

CSF MONOCYTE COUNT INCREASED 

CSF MONONUCLEAR CELL COUNT INCREASED 

CSF MYELIN BASIC PROTEIN NORMAL 

CSF OLIGOCLONAL BAND 

CSF OLIGOCLONAL BAND PRESENT 

CSF PRESSURE 


CSF PRESSURE INCREASED 
CSF PRESSURE NORMAL 
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[в 1) 526,239) 
Reported 326,239) 


0.00% 





CSF PROTEIN 
CSF PROTEIN ABNORMAL 


CSF PROTEIN DECREASED 


0.00% 
0.00% 
0.03% 





CSF PROTEIN INCREASED 
CSF PROTEIN NORMAL 


0.01% 
0.00% 





CSF RED BLOOD CELL COUNT 
CSF RED BLOOD CELL COUNT POSITIVE 


e | w 
лүм 


0.01% 
0.00% 





CSF TEST 
CSF TEST ABNORMAL 


CSF TEST NORMAL 


0.01% 
0.01% 
0.00% 





CSF VIRUS NO ORGANISMS OBSERVED 
CSF VOLUME 


0.00% 
0.01% 





CSF WHITE BLOOD CELL COUNT 
CSF WHITE BLOOD CELL COUNT DECREASED 


0.00% 
0.01% 





CSF WHITE BLOOD CELL COUNT INCREASED 
CSF WHITE BLOOD CELL COUNT NEGATIVE 


CSF WHITE BLOOD CELL COUNT POSITIVE 


0.00% 
0.00% 
0.00% 





CSF WHITE BLOOD CELL DIFFERENTIAL 
CUBITAL TUNNEL SYNDROME 


0.00% 
0.03% 





CULTURE 
CULTURE CERVIX 


CULTURE CERVIX NEGATIVE 


0.00% 





CULTURE NEGATIVE 





CULTURE POSITIVE 





CULTURE STOOL 
CULTURE STOOL NEGATIVE 





CULTURE STOOL POSITIVE 
CULTURE THROAT 


CULTURE THROAT NEGATIVE 





CULTURE THROAT POSITIVE 
CULTURE TISSUE SPECIMEN 





CULTURE TISSUE SPECIMEN NEGATIVE 
CULTURE URINE 





CULTURE URINE NEGATIVE 
CULTURE URINE POSITIVE 


CULTURE WOUND 





CULTURE WOUND NEGATIVE 
CULTURE WOUND POSITIVE 





CUTANEOUS LUPUS ERYTHEMATOSUS 
CUTANEOUS T-CELL LYMPHOMA 





CUTANEOUS VASCULITIS 
CUTIS VERTICIS GYRATA 





CYANOSIS 
CYCLIC AMP NORMAL 





CYCLIC VOMITING SYNDROME 
CYST 


CYST DRAINAGE 





CYST REMOVAL 





CYST RUPTURE 
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CYSTATIN C 0.00% 
CYSTIC LUNG DISEASE 0.00% 
O_o 
CYSTITIS BACTERIAL 0.00% 
CYSTITIS HAEMORRHAGIC 


0.00% 

0.00% 
CYSTITIS-LIKE SYMPTOM 0.00% 
CYSTOID MACULAR OEDEMA 
CYSTOSCOPY 0.00% 
CYSTOSCOPY NORMAL 0.00% 
CYTOGENETIC ANALYSIS ABNORMAL 
CYTOKINE ABNORMAL 


CYTOKINE RELEASE SYNDROME 


0.00% 
0.00% 
CYTOKINE STORM 
CYTOKINE TEST 


0.00% 
0.00% 
CYTOLOGY 
CYTOLOGY NORMAL 
CYTOMEGALOVIRUS INFECTION REACTIVATION 
CYTOMEGALOVIRUS TEST 
CYTOMEGALOVIRUS TEST POSITIVE 
CYTOTOXIC OEDEMA 
DACTYLITIS 0.00% 
DARK CIRCLES UNDER EYES 25 0.01% 
DAYDREAMING 12 0.00% 


DEAFNESS BILATERAL 49 0.02% 
DEAFNESS NEUROSENSORY 146 
DEAFNESS PERMANENT 0.00% 
DEAFNESS UNILATERAL 4 0.13% 
DEATH 3,836 1.18% 


DEATH OF PET 1 0.00% 
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0.00% 


0.00% 
0.00% 


0.00% 
0.00% 


24 0.01% 
EE 
0.00% 


0.00% 
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ant an 

Reported 326,239) 

DEBRIDEMENT 0.00% 

DECOMPRESSIVE CRANIECTOMY 0.00% 
DECREASED ACTIVITY 47 0.01% 
DECREASED EMBRYO VIABILITY 0.00% 
| ________.ооњ 
DECREASED IMMUNE RESPONSIVENESS 13 0.00% 
оне 
DECREASED INTEREST 16 0.00% 
DECREASED VIBRATORY SENSE 3 0.00% 
8| — м 
DEFAECATION DISORDER 0.00% 
DEFECT CONDUCTION INTRAVENTRICULAR 0.00% 
DEFORMITY 


0.00% 
DEGENERATIVE BONE DISEASE 
DEGENERATIVE MITRAL VALVE DISEASE 


DEHISCENCE 1 0.00% 
DEHYDROEPIANDROSTERONE TEST 0.00% 
ант 


d 00% 
DELIRIUM 260 0.08% 
DELIVERY 21 0.01% 

| 
DELUSIONAL DISORDER, UNSPECIFIED TYPE 2 0.00% 

= 

o 


5 
DEMENTIA ALZHEIMER'S TYPE 14 0.00% 
DEMENTIA WITH LEWY BODIES 0.00% 


2 
DEMYELINATING POLYNEUROPATHY 15 0.00% 
SE 
DENGUE FEVER 1 0.00% 
| zë 
DENTAL CARIES 3 0.00% 
E 
DENTAL EXAMINATION 0.00% 
DENTAL EXAMINATION NORMAL 0.00% 
DENTAL LEAKAGE 0.00% 


DENTAL PARAESTHESIA 0.00% 
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s mmm] [ ЫЕ" ТІ 
Reported 326,239) 
DENTAL RESTORATION FAILURE 
0.00% 
0.00% 
DEPRESSED LEVEL OF CONSCIOUSNESS 
DEPRESSION 0.10% 
0.00% 
DERMAL FILLER INJECTION 0.00% 
DERMATITIS 
0.04% 
DERMATITIS CONTACT 02% 
DERMATITIS EXFOLIATIVE GENERALISED 
DERMATOCHALASIS 
DERMATOLOGIC EXAMINATION ABNORMAL 
DERMOID CYST 
DEVELOPMENTAL DELAY 
DEVICE DISLOCATION 
DEVICE ELECTRICAL IMPEDANCE ISSUE 
DEVICE MALFUNCTION 
DEVICE RELATED BACTERAEMIA 


0.00% 
DEPENDENCE ON RESPIRATOR 
0.00% 
DEPRESSIVE SYMPTOM 0.00% 
0.00% 
0.01% 
DERMATITIS INFECTED 
DERMATOMYOSITIS 
DEVICE CONNECTION ISSUE 
DEVICE FUNCTION TEST 
DEVICE RELATED INFECTION 


0.00% 
DEPERSONALISATION/DEREALISATION DISORDER 
DEPOSIT EYE 

0.06% 
DEREALISATION 0.00% 
DERMAL CYST 

0.05% 
DERMATITIS ATOPIC 
DERMATITIS BULLOUS 0.01% 
DERMATITIS PSORIASIFORM 
DERMATOPHAGIA 
DERMATOSIS 
DEVICE DEFECTIVE 
DEVICE DEPENDENCE 
DEVICE INFUSION ISSUE 
DEVICE LEAKAGE 
DEVICE TEMPERATURE ISSUE 
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Pm) ПЕ. LES |І 
Reported 326,239) 

DEVICE USE ERROR 0.00% 
DIABETES MELLITUS 0.03% 
DIABETES MELLITUS MANAGEMENT 0.00% 
DIABETIC COMPLICATION 0.00% 
DIABETIC GASTROPARESIS 0.00% 
DIABETIC KETOACIDOSIS 

DIABETIC RETINAL OEDEMA 

DIAGNOSTIC ASPIRATION 

DIALYSIS 


0.00% 
0.02% 
0.00% 

DIALYSIS DISEQUILIBRIUM SYNDROME 

DIALYSIS RELATED COMPLICATION 

DIAPHRAGM MUSCLE WEAKNESS 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
02% 

DIAPHRAGMALGIA 

DIAPHRAGMATIC HERNIA 

DIARRHOEA 

DIARRHOEA INFECTIOUS 

DIET REFUSAL 


0.00% 
DIFFERENTIAL WHITE BLOOD CELL COUNT NORMAL 
DIFFUSE ALVEOLAR DAMAGE 
DIFFUSE LARGE B-CELL LYMPHOMA 
DIFFUSION-WEIGHTED BRAIN MRI 
DIFFUSION-WEIGHTED BRAIN MRI NORMAL 
DILATATION INTRAHEPATIC DUCT ACQUIRED 


DILATATION VENTRICULAR 
DIPHTHERIA 
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pete) Lë Sach ||] 

Reported 326,239) 
0.00% 
0.01% 
0.13% 
0.00% 
0.01% 
0.01% 


DIPLACUSIS 

DIPLEGIA 

DIPLOPIA 

DIRECTIONAL DOPPLER FLOW TESTS 
DISABILITY 

DISCHARGE 

DISCOLOURED VOMIT 0.01% 
DISCOMFORT 0.55% 
DISCOURAGEMENT 0.00% 
DISEASE COMPLICATION 0.00% 
DISEASE PRODROMAL STAGE 0.00% 
DISEASE PROGRESSION 0.00% 
DISEASE RECURRENCE 0.03% 
DISEASE RISK FACTOR 0.00% 
DISORDER OF ORBIT 0.00% 
DISORGANISED SPEECH 0.02% 
DISORIENTATION 0.36% 
DISSEMINATED INTRAVASCULAR COAGULATION 0.01% 
DISSEMINATED TUBERCULOSIS 0.00% 
DISSEMINATED VARICELLA ZOSTER VACCINE VIRUS INFECTION 0.00% 
DISSEMINATED VARICELLA ZOSTER VIRUS INFECTION 0.00% 
DISSOCIATION 

DISSOCIATIVE AMNESIA 

DISSOCIATIVE DISORDER 

DISTRACTIBILITY 

DISTRIBUTIVE SHOCK 

DISTURBANCE IN ATTENTION 

DISTURBANCE IN SEXUAL AROUSAL 

DISTURBANCE IN SOCIAL BEHAVIOUR 

DIURETIC THERAPY 

DIVERTICULAR PERFORATION 

DIVERTICULITIS 

DIVERTICULITIS INTESTINAL PERFORATED 

DIVERTICULUM 

DIVERTICULUM INTESTINAL 

DIVERTICULUM INTESTINAL HAEMORRHAGIC 

DIZZINESS 

DIZZINESS EXERTIONAL 

DIZZINESS POSTURAL 

DNA ANTIBODY 

DNA ANTIBODY NEGATIVE 

DNA ANTIBODY POSITIVE 

DOCUMENTED HYPERSENSITIVITY TO ADMINISTERED PRODUCT 
DORSAL RAMUS SYNDROME 

DOSE CALCULATION ERROR 

DOUBLE STRANDED DNA ANTIBODY 

DOUBLE STRANDED DNA ANTIBODY POSITIVE 

DRAIN OF CEREBRAL SUBDURAL SPACE 

DRAIN PLACEMENT 

DRAIN REMOVAL 
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Sl = 
| со 
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0.00% 
0.00% 
0.30% 
0.00% 
0.00% 
0.00% 
0.00% 
0.03% 
0.00% 
0.01% 
0.00% 
0.00% 
11.98% 
0.00% 
0.11% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.00% 
0.00% 
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SE 
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DRAIN SITE COMPLICATION 1 0.00% 
{оло 
DROOLING 125 0.04% 
DROP ATTACKS 0.00% 
DROWNING 


0.00% 
DRUG ABUSER 





^ 























N 
o 





0.00% 
DRUG ADMINISTERED IN WRONG DEVICE 0.00% 
DRUG ОЕРЕМОЕМСЕ 0.00% 
DRUG ERUPTION 20 0.01% 
— 
nl 0.024 
DRUG INEFFECTIVE 1,380 0.42% 
DRUG INTOLERANCE 0.00% 
DRUG LEVEL DECREASED 
DRUG LEVEL THERAPEUTIC 
DRUG MONITORING PROCEDURE INCORRECTLY PERFORMED 








ІШ 


= 
= 


0.00% 
0.00% 





= 


DRUG REACTION WITH EOSINOPHILIA AND SYSTEMIC SYMPTOMS 
DRUG SCREEN 38 0.01% 
E 





DRUG SPECIFIC ANTIBODY 
DRUG THERAPY 0.00% 
DRUG-INDUCED LIVER INJURY 0.00% 


a| 00% 
DRY LUNG SYNDROME 1 0.00% 
ОКУ SKIN 392 0.12% 
DUCTUS ARTERIOSUS PREMATURE CLOSURE 1 0.00% 
2| о 
DUODENITIS 0.00% 
DUPLICATE ТНЕКАРУ ERROR 0.00% 


DUPUYTREN'S CONTRACTURE 
DURAL ARTERIOVENOUS FISTULA 0.00% 
DYSACUSIS 0.00% 


о] 0.01% | 
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2 тән Пеш ПЕ" | 
Reported 326,239) 
DYSARTHRIA 

DYSCHEZIA 


0.25% 
0.01% 
DYSENTERY 0.00% 
DYSGRAPHIA 0.01% 





| 























к јал = 









































0.00% 
DYSKINESIA 0.17% 
0.00% 
DYSMORPHISM 0.00% 
DYSPHAGIA 
0.00% 
DYSPNOEA 5.30% 
DYSPNOEA EXERTIONAL 
DYSPNOEA PAROXYSMAL NOCTURNAL 
DYSSTASIA 
DYSTONIC TREMOR 
EAR DISCOMFORT 
EAR HAEMORRHAGE 
EAR IRRIGATION 
EAR NEOPLASM 
EAR, NOSE AND THROAT EXAMINATION 
EAR, NOSE AND THROAT EXAMINATION NORMAL 
EARLY SATIETY 


DYSMENORRHOEA 0.12% 
DYSMETRIA 
0.86% 
DYSPHORIA 
DYSPLASIA 0.00% 
DYSPRAXIA 
EAR CANAL ERYTHEMA 
EAR CONGESTION 
EAR INFECTION VIRAL 
EAR INJURY 
EAR SWELLING 
EAR TUBE INSERTION 
EATING DISORDER 


Ñ 
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S вео JESS "Tea" 
Reported 326,239) 
0.00% 


0.00% 
0.02% 


EATING DISORDER SYMPTOM 
EBOLA DISEASE 
ECCHYMOSIS 

ECG P WAVE INVERTED 0.00% 
ECG SIGNS OF MYOCARDIAL INFARCTION 0.00% 
ECHOCARDIOGRAM 0.41% 
ECHOCARDIOGRAM ABNORMAL 0.12% 
ECHOCARDIOGRAM NORMAL 0.16% 
ECHOENCEPHALOGRAM 0.00% 
ECHOVIRUS TEST 0.00% 
ECHOVIRUS TEST NEGATIVE 0.00% 
ECTOPIC PREGNANCY 0.00% 
ECTOPIC PREGNANCY TERMINATION 0.00% 
ECZEMA 0.04% 
ECZEMA ASTEATOTIC 0.00% 
ECZEMA EYELIDS 0.00% 
ECZEMA NUMMULAR 0.00% 
EFFUSION 0.00% 
EGFR GENE MUTATION 0.00% 
EGFR STATUS ASSAY 0.00% 
EHLERS-DANLOS SYNDROME 0.00% 
EHRLICHIA TEST 

EJACULATION DELAYED 

EJACULATION DISORDER 

EJECTION FRACTION 

EJECTION FRACTION ABNORMAL 

EJECTION FRACTION DECREASED 

EJECTION FRACTION NORMAL 

ELDERLY 

ELECTIVE PROCEDURE 

ELECTRIC SHOCK 

ELECTRIC SHOCK SENSATION 
ELECTROCARDIOGRAM 

ELECTROCARDIOGRAM ABNORMAL 
ELECTROCARDIOGRAM AMBULATORY 
ELECTROCARDIOGRAM AMBULATORY ABNORMAL 
ELECTROCARDIOGRAM AMBULATORY NORMAL 
ELECTROCARDIOGRAM CHANGE 
ELECTROCARDIOGRAM DELTA WAVES ABNORMAL 
ELECTROCARDIOGRAM NORMAL 
ELECTROCARDIOGRAM P WAVE 
ELECTROCARDIOGRAM P WAVE ABNORMAL 
ELECTROCARDIOGRAM P WAVE BIPHASIC 
ELECTROCARDIOGRAM PR INTERVAL 
ELECTROCARDIOGRAM PR PROLONGATION 
ELECTROCARDIOGRAM PR SEGMENT DEPRESSION 
ELECTROCARDIOGRAM PR SEGMENT ELEVATION 
ELECTROCARDIOGRAM PR SHORTENED 
ELECTROCARDIOGRAM Q WAVE ABNORMAL 
ELECTROCARDIOGRAM Q WAVES 
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ELECTROCARDIOGRAM QRS COMPLEX ABNORMAL 0.00% 
ELECTROCARDIOGRAM QRS COMPLEX SHORTENED 0.00% 
ELECTROCARDIOGRAM QT INTERVAL ABNORMAL 0.00% 
ELECTROCARDIOGRAM QT PROLONGED 0.01% 
[00% 
ELECTROCARDIOGRAM S1-S2-S3 PATTERN 0.00% 
ELECTROCARDIOGRAM ST SEGMENT ABNORMAL 2 0.01% 
ELECTROCARDIOGRAM ST SEGMENT ELEVATION 197 

| 


0.06% 
0.00% 
ELECTROCARDIOGRAM ST-T CHANGE 13 


ELECTROCARDIOGRAM ST-T SEGMENT ABNORMAL 16 0.00% 
ELECTROCARDIOGRAM T WAVE ABNORMAL 23 0.01% 
MEME 
ELECTROCARDIOGRAM T WAVE AMPLITUDE INCREASED 1 


ELECTROCARDIOGRAM T WAVE INVERSION 
ELECTROCARDIOGRAM T WAVE NORMAL 


ELECTROCARDIOGRAM T WAVE PEAKED 

ELECTROCARDIOGRAM U WAVE PRESENT 

ELECTROCONVULSIVE THERAPY 

ELECTROENCEPHALOGRAM 

ELECTROENCEPHALOGRAM NORMAL 121 0.04% 
== 
d zë 
ELECTROMYOGRAM 108 0.03% 
ELECTROMYOGRAM NORMAL 31 0.01% 
ELECTRONIC CIGARETTE USER 0.00% 
ELECTROPHORESIS 0.00% 
ELECTROPHORESIS PROTEIN 22 0.01% 
ELECTROPHORESIS PROTEIN NORMAL 


0.00% 
ELLIPTOCYTOSIS 


0.00% 
ELLIPTOCYTOSIS HEREDITARY 
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0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 


234 0.07% 
44 0.01% 
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s Emme] JI |І 
Reported 326,239) 

EMBOLIC CEREBELLAR INFARCTION 0.00% 
EMBOLISM 0.01% 
EMBOLISM VENOUS 0.00% 
EMERGENCY CARE EXAMINATION 0.00% 
EMOTIONAL DISTRESS 0.05% 
EMPHYSEMA 

ENANTHEMA 

ENCEPHALITIS AUTOIMMUNE 

ENCEPHALITIS VIRAL 

ENCEPHALOMYELITIS 


0.01% 
0.00% 
ENCEPHALOPATHY 
END STAGE RENAL DISEASE 


0.00% 
0.02% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

END-TIDAL CO2 

ENDARTERECTOMY 

ENDOCRINE OPHTHALMOPATHY 

ENDODONTIC PROCEDURE 

ENDOMETRIAL ABLATION 

ENDOMETRIAL THICKENING 

ENDOMETRITIS 

ENDOSCOPIC RETROGRADE CHOLANGIOPANCREATOGRAPHY 

ENDOSCOPIC ULTRASOUND 

ENDOSCOPIC ULTRASOUND NORMAL 


ENDOSCOPY ABNORMAL 


ENDOSCOPY BILIARY TRACT 
ENDOSCOPY GASTROINTESTINAL 
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pete) Е. e239)" || 
Reported 326,239) 


0.00% 





ENDOSCOPY GASTROINTESTINAL NORMAL 
ENDOSCOPY NORMAL 
ENDOSCOPY SMALL INTESTINE 


0.00% 
0.00% 
0.00% 





ENDOSCOPY SMALL INTESTINE ABNORMAL 
ENDOSCOPY UPPER GASTROINTESTINAL TRACT 


0.00% 
0.00% 





ENDOSCOPY UPPER GASTROINTESTINAL TRACT ABNORMAL 
ENDOSCOPY UPPER GASTROINTESTINAL TRACT NORMAL 


0.00% 
0.00% 





ENDOTHELIAL DYSFUNCTION 
ENDOTRACHEAL INTUBATION 
ENDOTRACHEAL INTUBATION COMPLICATION 


0.00% 
0.14% 
0.00% 





ENEMA ADMINISTRATION 
ENERGY INCREASED 


0.00% 
0.02% 





ENLARGED CLITORIS 
ENLARGED UVULA 


0.00% 
0.03% 





ENTERAL NUTRITION 
ENTERIC NEUROPATHY 
ENTERITIS 


0.00% 
0.00% 
0.00% 


= 





ENTEROBACTER BACTERAEMIA 
ENTEROBACTER INFECTION 


0.00% 
0.00% 





ENTEROBACTER TEST POSITIVE 
ENTEROCOCCAL BACTERAEMIA 


0.00% 





ENTEROCOCCAL INFECTION 





ENTEROCOCCUS TEST 
ENTEROCOCCUS TEST POSITIVE 





ENTEROCOLITIS 
ENTEROCOLITIS HAEMORRHAGIC 





ENTEROCOLITIS INFECTIOUS 
ENTERORRHAPHY 
ENTEROVESICAL FISTULA 





ENTEROVIRUS INFECTION 
ENTEROVIRUS TEST 





ENTEROVIRUS TEST NEGATIVE 
ENTEROVIRUS TEST POSITIVE 





ENTHESOPATHY 
ENTROPION 
ENURESIS 





ENZYME ABNORMALITY 
ENZYME ACTIVITY ASSAY 





ENZYME LEVEL ABNORMAL 
ENZYME LEVEL INCREASED 





ENZYME LEVEL TEST 
EOSINOPHIL CATIONIC PROTEIN 
EOSINOPHIL COUNT 





EOSINOPHIL COUNT ABNORMAL 
EOSINOPHIL COUNT DECREASED 





EOSINOPHIL COUNT INCREASED 
EOSINOPHIL COUNT NORMAL 





EOSINOPHIL PERCENTAGE 
EOSINOPHIL PERCENTAGE DECREASED 
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6/15/2021 The Vaccine Adverse Event о System (VAERS) Results Form 


D вы ТЕЗ TESTI 
Reported 326,239) 

0.01% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 


EOSINOPHIL PERCENTAGE INCREASED 
EOSINOPHILIA 

EOSINOPHILIC BRONCHITIS 
EOSINOPHILIC CELLULITIS 

EOSINOPHILIC GRANULOMATOSIS WITH POLYANGIITIS 
EOSINOPHILIC MYOCARDITIS 
EOSINOPHILIC OESOPHAGITIS 
EOSINOPHILIC PNEUMONIA ACUTE 
EOSINOPHILS URINE 

EOSINOPHILS URINE ABSENT 

EPHELIDES 

EPICONDYLITIS 

EPIDERMAL NECROSIS 

EPIDIDYMAL ENLARGEMENT 

EPIDIDYMITIS 

EPIDURAL ANALGESIA 

EPIDURAL BLOOD PATCH 

EPIDURAL HAEMORRHAGE 

EPIDURAL INJECTION 

EPIDURAL LIPOMATOSIS 

EPIGASTRIC DISCOMFORT 

EPIGLOTTIC OEDEMA 

EPIGLOTTITIS 

EPILEPSY 

EPILEPSY WITH MYOCLONIC-ATONIC SEIZURES 
EPILEPTIC AURA 

EPILEPTIC ENCEPHALOPATHY 
EPINEPHRINE 

EPINEPHRINE INCREASED 

EPIPLOIC APPENDAGITIS 

EPISCLERITIS 

EPISTAXIS 

EPSTEIN-BARR VIRAEMIA 

EPSTEIN-BARR VIRUS ANTIBODY 
EPSTEIN-BARR VIRUS ANTIBODY NEGATIVE 
EPSTEIN-BARR VIRUS ANTIBODY POSITIVE 
EPSTEIN-BARR VIRUS ANTIGEN POSITIVE 
EPSTEIN-BARR VIRUS ASSOCIATED LYMPHOPROLIFERATIVE DISORDER 
EPSTEIN-BARR VIRUS INFECTION 
EPSTEIN-BARR VIRUS INFECTION REACTIVATION 
EPSTEIN-BARR VIRUS TEST 

EPSTEIN-BARR VIRUS TEST NEGATIVE 
EPSTEIN-BARR VIRUS TEST POSITIVE 
ERECTILE DYSFUNCTION 

ERECTION INCREASED 

EROSIVE OESOPHAGITIS 

ERUCTATION 

ERYSIPELAS 

ERYTHEMA 

ERYTHEMA ANNULARE 
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6/15/2021 The Vaccine Adverse Event ~~ COC System (VAERS) Results Form 


O шлем ë (Exe Е TT 
Reported 326,239) 
ERYTHEMA DYSCHROMICUM PERSTANS 0.00% 
ERYTHEMA MULTIFORME 0.03% 
ЕВУТНЕМА OF EYELID 0.02% 
ERYTHROCYTE OSMOTIC FRAGILITY TEST 0.00% 
ERYTHROMELALGIA 0.00% 
ESCHAR 

ESCHERICHIA INFECTION 

ESCHERICHIA TEST NEGATIVE 

ESCHERICHIA URINARY TRACT INFECTION 

ESSENTIAL TREMOR 


0.00% 
0.00% 
EUGLYCAEMIC DIABETIC KETOACIDOSIS 
EUPHORIC MOOD 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 

EUSTACHIAN TUBE DISORDER 

EUSTACHIAN TUBE OBSTRUCTION 

EXAGGERATED STARTLE RESPONSE 

EXCESSIVE EXERCISE 

EXCESSIVE GRANULATION TISSUE 

EXERCISE ELECTROCARDIOGRAM 

EXERCISE ELECTROCARDIOGRAM NORMAL 

EXERCISE TEST 

EXERTIONAL HEADACHE 

EXOMPHALOS 

EXOSTOSIS 


EXPIRED PRODUCT ADMINISTERED 
EXPLODING HEAD SYNDROME 
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6/15/2021 The Vaccine Adverse Event Sr CO System (VAERS) Results Form 


[o шаі LB JESS [I 
Reported 326,239) 
EXPLORATIVE LAPAROTOMY 0.00% 
EXPOSURE TO ALLERGEN 0.00% 
EXPOSURE ТО СОМТАМТМАТЕО АТВ 0.00% 
EXPOSURE ТО EXTREME ТЕМРЕКАТОВЕ 0.00% 
EXPOSURE ТО TOBACCO 0.00% 
EXPOSURE VIA BREAST MILK 

EXPOSURE VIA EYE CONTACT 

EXTENSOR PLANTAR RESPONSE 

EXTERNAL EAR DISORDER 

EXTERNAL EAR PAIN 


0.02% 
0.00% 
EXTERNAL VAGAL NERVE STIMULATION 
EXTRA DOSE ADMINISTERED 


0.00% 
0.04% 
EXTRADURAL ABSCESS 
EXTRADURAL NEOPLASM 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

EXTRAOCULAR MUSCLE PARESIS 

EXTRASYSTOLES 

EXTRAVASATION BLOOD 

EXTUBATION 

EYE ALLERGY 

EYE CONTUSION 

EYE HAEMATOMA 

EYE INFARCTION 

EYE INFECTION BACTERIAL 


EYE INFECTION VIRAL 
EYE INFLAMMATION 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
=m 
Reported 326,239) 

EYE INJURY 15 0.00% 
EYE LASER SURGERY 2 0.00% 
EYE MUSCLE RECESSION 1 0.00% 
EYE OPERATION 0.00% 
| ооо» 
ЕҮЕ РАТСН APPLICATION 4 0.00% 
| sas 
EYE PRURITUS 742 0.23% 
EYE SYMPTOM 0.00% 
EYELID BLEEDING 0.00% 
EYELID CONTUSION 0.00% 
EYELID CYST REMOVAL 


0.00% 
EYELID DISORDER 
EYELID EXFOLIATION 

0.03% 


EYELID FUNCTION DISORDER 

EYELID INJURY 0.00% 
a 
| 23 
EYELID MYOKYMIA 1 0.00% 
EYELID PAIN 47 0.01% 
EYELID RASH 56 0.02% 
к o 
EYELIDS PRURITUS 75 0.02% 
FACE AND MOUTH X-RAY ABNORMAL 0.00% 


FACE AND MOUTH X-RAY NORMAL 
0.04% 
2 0.02% 


FACE INJURY 1 

FACETECTOMY 2 0.00% 
— 
FACIAL BONES FRACTURE 0.01% 
FACIAL NERVE DISORDER 0.01% 
FACIAL NEURALGIA 8 0.00% 


d 00% 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 

IE 

Reported 326,239) 

FACIAL PAIN 637 0.20% 

FACIAL SPASM 0.0196 

FACTOR IX DEFICIENCY 0.00% 
FACTOR V LEIDEN CARRIER 0.00% 
FACTOR VIII INHIBITION 0.00% 
FAECAL CALPROTECTIN 0.00% 
FAECAL DISIMPACTION 0.00% 
FAECAL VOMITING 0.00% 
FAECALOMA 


0.00% 
0.00% 
0.04% 

FAECES HARD 

FAECES PALE 

FAECES SOFT 


FAILURE TO THRIVE 

FALLOPIAN TUBE OPERATION 

FAMILIAL RISK FACTOR 

FASCIA RELEASE 

FASCIAL RUPTURE 0.00% 
FASTING 17 0.01% 
FAT TISSUE INCREASED 1 0.00% 
FEAR 206 0.06% 
DESS 
FEAR OF EATING 4 0.00% 
к 
FEAR OF INJECTION 166 0.05% 
= 
FEBRILE CONVULSION 9 0.00% 
FEBRILE NEUTROPENIA 0.00% 


14 
FEEDING DISORDER 466 0.14% 
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0.00% 
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0.00% 
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6/15/2021 Тһе Уассіпе Adverse Event Sr GN System (VAERS) Results Form 
s беен Rte || eT 
Reported 326,239) 

FEEDING INTOLERANCE 0.00% 
1.22% 
0.05% 

FEELING GUILTY 

FEELING JITTERY 0.12% 
0.00% 

FEMALE ORGASMIC DISORDER 0.00% 

FEMALE SEX HORMONE LEVEL 
0.00% 

FEMUR FRACTURE 0.00% 

FIBRILLARY GLOMERULONEPHRITIS 

FIBRIN 

FIBRIN D DIMER DECREASED 

FIBRIN D DIMER NORMAL 

FIBROBLAST GROWTH FACTOR 23 INCREASED 

FIBROMUSCULAR DYSPLASIA 

FIBROSIS 

FIBULA FRACTURE 

FISTULA DISCHARGE 

FIXED ERUPTION 

FLANK PAIN 


0.00% 
FEELING COLD 
FEELING DRUNK 

0.00% 
FEELING OF RELAXATION 0.00% 
FEELINGS OF WORTHLESSNESS 

0.00% 
FEMORAL NECK FRACTURE 
FEMORAL NERVE INJURY 0.00% 
FIBRIN D DIMER 
FIBRINOLYSIS NORMAL 
FIBROADENOMA OF BREAST 
FIBRONECTIN DECREASED 
FIBRONECTIN NORMAL 
FINGER LICKING 
FIRST TRIMESTER PREGNANCY 
FLASHBACK 


A = ~ 
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6/15/2021 The Vaccine Adverse Event ~~~ к System (VAERS) Results Form 


m [( ПЕП 
Reported 326,239) 

0.00% 
0.00% 
0.12% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.02% 
0.00% 
0.01% 
0.01% 
0.04% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
1.78% 


FLAT AFFECT 

FLAT CHEST 

FLATULENCE 

FLAVIVIRUS TEST 

FLAVIVIRUS TEST NEGATIVE 

FLIGHT OF IDEAS 

FLOPPY EYELID SYNDROME 

FLOW CYTOMETRY 

FLUCTUANCE 

FLUID IMBALANCE 

FLUID INTAKE REDUCED 

FLUID INTAKE RESTRICTION 

FLUID OVERLOAD 

FLUID REPLACEMENT 

FLUID RETENTION 

FLUID WAVE TEST 

FLUORESCENCE ANGIOGRAM 
FLUORESCENCE ANGIOGRAM ABNORMAL 
FLUORESCENCE ANGIOGRAM NORMAL 
FLUORESCENT IN SITU HYBRIDISATION 
FLUSHING 

FOAMING AT MOUTH 

FOCAL DYSCOGNITIVE SEIZURES 
FOCAL PERITONITIS 

FOETAL ARRHYTHMIA 

FOETAL BIOPHYSICAL PROFILE SCORE ABNORMAL 
FOETAL CARDIAC ARREST 

FOETAL CARDIAC DISORDER 

FOETAL CHROMOSOME ABNORMALITY 
FOETAL CYSTIC HYGROMA 

FOETAL DEATH 

FOETAL DISORDER 

FOETAL DISTRESS SYNDROME 

FOETAL EXPOSURE DURING PREGNANCY 
FOETAL GASTROINTESTINAL TRACT IMAGING ABNORMAL 
FOETAL GROWTH ABNORMALITY 
FOETAL GROWTH RESTRICTION 

FOETAL HEART RATE 

FOETAL HEART RATE ABNORMAL 
FOETAL HEART RATE DECREASED 
FOETAL HEART RATE INCREASED 
FOETAL HEART RATE NORMAL 

FOETAL HYPOKINESIA 

FOETAL MONITORING 

FOETAL MONITORING NORMAL 

FOETAL NON-STRESS TEST 

FOETAL NON-STRESS TEST ABNORMAL 
FOETAL PLACENTAL THROMBOSIS 
FOETAL RENAL IMPAIRMENT 

FOLATE DEFICIENCY 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
SE 
Reported 326,239) 
FOLLICULAR LYMPHOMA 4 0.00% 
FOOD AVERSION 21 0.01% 
| e 
FOOD INTOLERANCE 17 0.01% 
FOOD REFUSAL 0.01% 
al 00% 
FOOT OPERATION 0.00% 
FORCED EXPIRATORY VOLUME 0.00% 
FORCED VITAL CAPACITY 0.00% 
FOREIGN BODY IN GASTROINTESTINAL TRACT 0.00% 
FOREIGN BODY IN THROAT 
FOREIGN BODY SENSATION IN EYES 


0.00% 
0.00% 
FOREIGN TRAVEL 
FORMICATION 
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N 
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FRACTION OF INSPIRED OXYGEN 
FRACTIONAL EXHALED NITRIC OXIDE 


FRACTIONAL EXHALED NITRIC OXIDE ABNORMAL 0.00% 
FRACTURE 10 0.00% 


0.00% 
0.00% 








FRACTURE ТВЕАТМЕМТ 
FRACTURED SACRUM 


FREE PROSTATE-SPECIFIC АМТТСЕМ NEGATIVE 


0.00% 
FREE THYROXINE INDEX 0.00% 


d ою» 
FREQUENT BOWEL MOVEMENTS 129 0.04% 
FROSTBITE 2 0.00% 

Pa 
FULL BLOOD COUNT 2,936 0.90% 

00% 
FULL BLOOD COUNT INCREASED 1 0.00% 
FUNCTIONAL GASTROINTESTINAL DISORDER 26 0.01% 
FUNDOSCOPY 0.00% 
FUNDOSCOPY ABNORMAL 0.00% 
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6/15/2021 The Vaccine Adverse Event О шышы COC System (VAERS) Results Form 


Bm) [( ТЕГ 
Reported 326,239) 

0.00% 
0.00% 
0.00% 
0.02% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.91% 
0.27% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.00% 


FUNDUS AUTOFLUORESCENCE 
FUNGAEMIA 

FUNGAL DISEASE CARRIER 
FUNGAL INFECTION 

FUNGAL PERITONITIS 
FUNGAL SKIN INFECTION 
FUNGAL TEST 

FUNGAL TEST NEGATIVE 
FUNGAL TEST POSITIVE 











= = 
o oO 





[FUNGAL DISEASE CARRIER | (| (| 


E 
muni RI 
1 
1 
7 
1 
1 
1 
4 
9 
6 
1 
1 
— 
— 
4 
1 


GAIT DEVIATION 
GAIT DISTURBANCE 


GAIT INABILITY 
GALACTOGRAPHY 

GALLBLADDER ADENOCARCINOMA 
GALLBLADDER ENLARGEMENT 
GALLBLADDER INJURY 


GALLBLADDER MASS 
GALLBLADDER NECROSIS 


GALLBLADDER OEDEMA 
GAMMA-GLUTAMYLTRANSFERASE 
GANGRENE 

GASTRECTOMY 

GASTRIC ASPIRATION PROCEDURE 
GASTRIC DISORDER 

GASTRIC HAEMORRHAGE 
GASTRIC PH DECREASED 
GASTRIC ULCER HAEMORRHAGE 
GASTRITIS 

GASTRITIS EROSIVE 


GASTRITIS HAEMORRHAGIC 
GASTROENTERITIS 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
SE 
Reported 326,239) 

GASTROENTERITIS ESCHERICHIA COLI 3 0.00% 
5—00 
GASTROINTESTINAL ANASTOMOTIC LEAK 0.00% 
GASTROINTESTINAL BACTERIAL INFECTION 0.00% 
GASTROINTESTINAL DECOMPRESSION 


0.00% 
GASTROINTESTINAL DISORDER PROPHYLAXIS 














N 
N 


0.07% 


: 
0.00% 
GASTROINTESTINAL HYPERMOTILITY 0.00% 
GASTROINTESTINAL INFECTION 7 0.00% 
4-5. 
| 000%| 
GASTROINTESTINAL MOTILITY DISORDER 0.00% 
GASTROINTESTINAL OEDEMA 0.00% 
GASTROINTESTINAL PATHOGEN PANEL 
GASTROINTESTINAL POLYP 
GASTROINTESTINAL POLYP HAEMORRHAGE 


GASTROINTESTINAL PROCEDURAL COMPLICATION 0.00% 
GASTROINTESTINAL SCAN 0.00% 


GASTROINTESTINAL SOUNDS ABNORMAL 29 0.01% 

— — 
DESS 
GASTROINTESTINAL TUBE INSERTION 27 0.01% 
GASTROINTESTINAL VIRAL INFECTION 2 0.00% 
= 
GASTROOESOPHAGEAL REFLUX DISEASE 


298 0.09% 
13 0.00% 
GASTROSTOMY TUBE REMOVAL 1 


GAZE PALSY 185 0.06% 
GENE MUTATION IDENTIFICATION TEST 2 0.00% 
— > 
GENE SEQUENCING 1 0.00% 
i| — 00% 
GENERAL PHYSICAL CONDITION NORMAL 3 0.00% 
GENERAL SYMPTOM 24 0.01% 
SE 
GENERALISED OEDEMA 26 0.01% 
GENERALISED ONSET NON-MOTOR SEIZURE 0.00% 


2 
GENERALISED TONIC-CLONIC SEIZURE 203 
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GASTROINTESTINAL EXAMINATION 
GASTROINTESTINAL HAEMORRHAGE 132 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 


[Reported | || | 228239 || | 
Reported 326,239) 

0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.00% 


GENETIC COUNSELLING 
GENITAL BLISTER 
GENITAL BURNING SENSATION 
GENITAL CONTUSION 
GENITAL DISCOMFORT 
GENITAL DISORDER 
GENITAL ERYTHEMA 
GENITAL HAEMORRHAGE 
GENITAL HERPES 
GENITAL HERPES SIMPLEX 
GENITAL HYPOAESTHESIA 
GENITAL LESION 0.00% 
GENITAL PAIN 0.00% 
GENITAL PARAESTHESIA 0.00% 
GENITAL RASH 0.01% 
GENITAL SWELLING 0.00% 
GENITAL ULCERATION 0.00% 
GENITO-PELVIC PAIN/PENETRATION DISORDER 0.00% 
GENITOURINARY SYMPTOM 0.00% 
GENOTYPE DRUG RESISTANCE TEST 0.00% 
GESTATIONAL AGE TEST ABNORMAL 0.00% 
GESTATIONAL DIABETES 0.00% 
GESTATIONAL HYPERTENSION 0.00% 
GIANT CELL ARTERITIS 0.01% 
GIANT CELL MYOCARDITIS 0.00% 
GIANT PAPILLARY CONJUNCTIVITIS 0.00% 
GIARDIA TEST 0.00% 
GIARDIA TEST NEGATIVE 0.00% 
GIARDIASIS 0.00% 
GINGIVAL ABSCESS 0.00% 
GINGIVAL BLEEDING 0.04% 
GINGIVAL BLISTER 0.00% 
GINGIVAL DISCOLOURATION 0.00% 
GINGIVAL DISCOMFORT 0.01% 
GINGIVAL DISORDER 0.00% 
GINGIVAL EROSION 1 0.00% 
GINGIVAL ERYTHEMA 0.01% 
GINGIVAL INJURY 0.00% 
GINGIVAL PAIN 0.04% 
GINGIVAL PRURITUS 0.00% 
GINGIVAL RECESSION 0.00% 
GINGIVAL SWELLING 0.03% 
GINGIVAL ULCERATION 0.00% 
GINGIVITIS 0.00% 
GLARE 0.00% 
GLASSY EYES 0.02% 
GLAUCOMA 0.00% 
GLAUCOMA DRAINAGE DEVICE PLACEMENT 0.00% 
GLIOBLASTOMA 0.00% 
0.00% 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
SE 
Reported 326,239) 
GLIOSIS 2 0.00% 
GLOBULINS INCREASED 17 0.01% 
GLOMERULAR FILTRATION RATE ABNORMAL 1 0.00% 
GLOMERULAR FILTRATION RATE INCREASED 0.00% 
GLOMERULONEPHRITIS ACUTE 0.00% 
GLOMERULONEPHRITIS MINIMAL LESION 0.00% 
GLOMERULOSCLEROSIS 0.00% 
dE 
GLOSSOPHARYNGEAL NEURALGIA 0.00% 
GLUCOSE TOLERANCE TEST 0.00% 
GLUCOSE TOLERANCE TEST NORMAL 


0.00% 
GLUCOSE URINE 
GLUCOSE URINE ABSENT 


GLUCOSE URINE PRESENT 

GLUCOSE-6-PHOSPHATE DEHYDROGENASE DEFICIENCY 0.00% 
GLYCOSYLATED HAEMOGLOBIN 0.05% 
GLYCOSYLATED HAEMOGLOBIN DECREASED 7 0.00% 
GLYCOSYLATED HAEMOGLOBIN NORMAL 54 0.02% 
— 


GOMORI METHENAMINE SILVER STAIN 
GONOCOCCAL INFECTION 0.00% 
GONORRHOEA 


0.00% 
GOOD SYNDROME 


0.00% 
GOODPASTURE'S SYNDROME 
GOUT 166 0.05% 
i| zë 
GRAFT VERSUS HOST DISEASE 1 0.00% 
— 
GRAM STAIN NEGATIVE 11 0.00% 
— o 
GRANULOCYTE COUNT 13 0.00% 
GRANULOCYTE COUNT DECREASED 3 0.00% 


GRANULOCYTE COUNT INCREASED 5 
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И [ ЫШ ЫЫ ПІ 
Керогїеа 326,239) 
GRANULOCYTE РЕВСЕМТАСЕ 0.01% 
GRANULOMA 0.00% 
GRANULOMA SKIN 

GRANULOMATOUS DERMATITIS 


0.00% 
GRIMACING 
GRIP STRENGTH 





























= 
со 


























0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
GRIP STRENGTH DECREASED 0.06% 
GROIN INFECTION 0.00% 
GROWING PAINS 0.00% 
GRUNTING 0.01% 
GUN SHOT WOUND 

GUT FERMENTATION SYNDROME 

GUTTATE PSORIASIS 

GYNAECOLOGICAL EXAMINATION ABNORMAL 

H1N1 INFLUENZA 

HAEMANGIOMA OF LIVER 

HAEMARTHROSIS 

HAEMATOCHEZIA 

HAEMATOCRIT ABNORMAL 

HAEMATOCRIT INCREASED 

HAEMATOLOGY TEST 

HAEMATOLOGY TEST NORMAL 

HAEMATOMA EVACUATION 

HAEMATOMA MUSCLE 


0.00% 
GULF WAR SYNDROME 
HAEMATINURIA 
HAEMATOSALPINX 








о 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
=m 
Reported 326,239) 
HAEMATOSPERMIA 6 0.00% 
i[ 000% 
HAEMOCHROMATOSIS 0.00% 
HAEMODIALYSIS 2 0.01% 
HAEMODYNAMIC TEST 0.00% 
HAEMOGLOBIN ABNORMAL 6 0.00% 
HAEMOGLOBIN INCREASED 37 0.01% 
HAEMOGLOBIN URINE 


0.00% 
0.00% 


HAEMOLYSIS 13 0.00% 
HAEMOLYTIC URAEMIC SYNDROME 1 0.00% 
HAEMOPHAGOCYTIC LYMPHOHISTIOCYTOSIS 


HAEMOPHILIA 
HAEMOPHILUS INFECTION 


HAEMOPHILUS TEST 

HAEMOPHOBIA 0.00% 
HAEMORRHAGE IN PREGNANCY 21 0.01% 
HAEMORRHAGE SUBCUTANEOUS 10 0.00% 
к —— 
HAEMORRHAGE URINARY TRACT 57 0.02% 
HAEMORRHAGIC DIATHESIS 0.00% 
HAEMORRHAGIC INFARCTION 0.00% 
HAEMORRHAGIC STROKE 61 0.02% 
HAEMORRHAGIC VARICELLA SYNDROME 0.00% 
HAEMORRHOID OPERATION 0.00% 
HAEMORRHOIDS 35 0.01% 
HAEMORRHOIDS THROMBOSED 8 0.00% 


d zë 
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Events 
Пра | 


Percent (of 
326,239) 


0.00% 





HAEMOSTASIS 
HAEMOTHORAX 


HAIR COLOUR CHANGES 


0.00% 





HAIR DISORDER 
HAIR GROWTH ABNORMAL 


0.00% 
0.00% 


0.00% 





HAIR GROWTH RATE ABNORMAL 
HAIR INJURY 


0.00% 
0.00% 





HAIR TEXTURE ABNORMAL 
HAIRY CELL LEUKAEMIA 


HALLUCINATION 508 


0.00% 





HALLUCINATION, AUDITORY 45 
HALLUCINATION, OLFACTORY 5 


HALLUCINATION, TACTILE 1 


0.01% 
0.00% 


0.00% 





r 
HALLUCINATION, VISUAL 7 


0.02% 





4 
HALLUCINATIONS, MIXED 9 
HALO VISION 10 


HAND DEFORMITY 


0.00% 
0.00% 


0.00% 





HAND DERMATITIS 
HAND FRACTURE 


HAND-ARM VIBRATION SYNDROME 


= 
° 


0.00% 
0.00% 





HAND-EYE COORDINATION IMPAIRED 
HAND-FOOT-AND-MOUTH DISEASE 


0.00% 





HANGNAIL 





HANGOVER 
HAPTOGLOBIN 


= ОУ 
NIN 


0.00% 





HAPTOGLOBIN DECREASED 


0.00% 





HAPTOGLOBIN INCREASED 
HAPTOGLOBIN NORMAL 


НСОУ-ОСАЗ INFECTION 


0.00% 
0.00% 


0.00% 





HEAD BANGING 
HEAD DEFORMITY 


0.00% 





HEAD DISCOMFORT 1,322 
HEAD INJURY 940 


HEAD LAG 


0.41% 
0.29% 





2 
HEAD TITUBATION 34 


HEARING AID USER 3 


0.00% 
0.01% 
21.12% 


0.00% 





HEARING DISABILITY 5 
1 


0.00% 





HEART INJURY 2 
HEART RATE 1,260 


0.01% 
0.39% 


0.05% 





HEART RATE ABNORMAL 175 
HEART RATE DECREASED 


ul 
о 
о 


0.16% 





HEART RATE IRREGULAR 605 
HEART RATE NORMAL 54 


0.19% 
0.02% 





HEART RATE VARIABILITY DECREASED 
HEART RATE VARIABILITY INCREASED 


HEART RATE VARIABILITY TEST 


0.00% 
0.00% 


0.00% 





HEART SOUNDS 
HEART SOUNDS ABNORMAL 
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Events Percent (of 
Reported 326,239) 
HEART [LLL BEER) NORMAL 
HEART TRANSPLANT REJECTION 


0.00% 
0.00% 
HEART VALVE STENOSIS 0.00% 
HEAT ILLNESS 
HEAT THERAPY 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

HEINZ BODIES 0.00% 

HELICOBACTER INFECTION 

HELICOBACTER TEST NEGATIVE 

HELLP SYNDROME 

HEMIANAESTHESIA 

HEMIANOPIA HOMONYMOUS 


0.00% 
0.00% 
HEMIDYSAESTHESIA 
HEMIPARAESTHESIA 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

HEMIPARESIS 

HEMIPLEGIC MIGRAINE 

HEPARIN-INDUCED THROMBOCYTOPENIA TEST 

HEPATIC ARTERY THROMBOSIS 

HEPATIC CANCER METASTATIC 

HEPATIC EMBOLISATION 

HEPATIC ENZYME 

HEPATIC ENZYME INCREASED 

HEPATIC HAEMATOMA 

HEPATIC HYPERTROPHY 

HEPATIC INFECTION 


HEPATIC LESION 
HEPATIC LYMPHOCYTIC INFILTRATION 
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=m 
Reported 326,239) 

HEPATIC MASS 9 0.00% 
| 000% 
HEPATIC PAIN 27 0.01% 
o м 
НЕРАТТС VASCULAR THROMBOSIS 1 0.00% 
HEPATIC VEIN OCCLUSION 0.00% 
IEN 
HEPATITIS A 0.00% 
HEPATITIS A ANTIBODY NEGATIVE 0.00% 
HEPATITIS A VIRUS TEST 12 0.00% 
e 
HEPATITIS ALCOHOLIC 0.00% 
HEPATITIS В ANTIBODY 
HEPATITIS B ANTIGEN POSITIVE 


0.00% 
0.00% 
HEPATITIS B CORE ANTIBODY 
HEPATITIS B CORE ANTIBODY NEGATIVE 


HEPATITIS B CORE ANTIBODY POSITIVE 

HEPATITIS B DNA ASSAY NEGATIVE 

HEPATITIS B SURFACE ANTIBODY 

HEPATITIS B SURFACE ANTIBODY POSITIVE 0.00% 
HEPATITIS В SURFACE ANTIGEN NEGATIVE 13 0.00% 
к n 
i| ол 
HEPATITIS B VIRUS TEST 11 0.00% 
HEPATITIS C 8 0.00% 
Е, 
HEPATITIS С ANTIBODY NEGATIVE 18 0.01% 
НЕРАТТТТ$ С ВМА 0.00% 
НЕРАТТТТ$ С ВМА NEGATIVE 0.00% 
2. 
НЕРАТІТІ5 С VIRUS CORE АМТІСЕМ 1 0.00% 


HEPATITIS C VIRUS TEST 1 0.00% 
НЕРАТТТТ$ С VIRUS TEST POSITIVE 
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ant een 
Reported 326,239) 

HEPATITIS D 0.00% 
HEPATITIS FULMINANT 0.00% 
HEPATITIS VIRAL 0.00% 
HEPATITIS VIRAL TEST NEGATIVE 0.01% 
SEH 
HEPATOBILIARY SCAN ABNORMAL 0.00% 
HEPATOMEGALY 0.0196 
HEPATOSPLENOMEGALY 0.00% 
HEREDITARY HAEMORRHAGIC TELANGIECTASIA 0.00% 

HERNIA 


0.00% 

0.00% 

0.00% 
HERNIA REPAIR 
HERNIAL EVENTRATION 
HERPANGINA 
HERPES DERMATITIS 0.00% 
HERPES SIMPLEX 109 0.03% 
E 
d zë 
HERPES SIMPLEX REACTIVATION 11 0.00% 
HERPES SIMPLEX TEST NEGATIVE 55 0.02% 
-— — 
HERPES VIRUS INFECTION 69 0.02% 
=== 
HERPES ZOSTER CUTANEOUS DISSEMINATED 3 0.00% 
HERPES ZOSTER MENINGITIS 3 0.00% 
е 
HERPES ZOSTER OTICUS 28 0.01% 
d zë 
HETEROPHORIA 2 0.00% 
Е. 
HIATUS НЕВМТА 0.01% 
НТОВАОЕМТТТ$ 


0.00% 
HIGH DENSITY LIPOPROTEIN 0.00% 


3 
HIGH DENSITY LIPOPROTEIN DECREASED 24 0.01% 
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C ms ë ëe 
Reported 326,239) 

0.00% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 


HIGH DENSITY LIPOPROTEIN INCREASED 
HIGH DENSITY LIPOPROTEIN NORMAL 
HIGH RISK PREGNANCY 

HIGH RISK SEXUAL BEHAVIOUR 
HIGH-PITCHED CRYING 

HILAR LYMPHADENOPATHY 
HIP ARTHROPLASTY 

HIP FRACTURE 

HIP SURGERY 

HIPPOCAMPAL SCLEROSIS 
HIPPUS 

HISTAMINE ABNORMAL 
HISTAMINE INTOLERANCE 
HISTAMINE LEVEL 

HISTAMINE LEVEL INCREASED 
HISTAMINE NORMAL 
HISTAMINE RELEASE TEST 
HISTIOCYTOSIS 

HISTOLOGY 

HISTOLOGY ABNORMAL 
HISTONE ANTIBODY NEGATIVE 
HISTONE ANTIBODY POSITIVE 
HISTOPLASMOSIS 

HIV ANTIBODY 

HIV ANTIBODY NEGATIVE 

HIV ANTIGEN 

HIV ANTIGEN NEGATIVE 

HIV INFECTION 

HIV TEST 

HIV TEST FALSE POSITIVE 

HIV TEST NEGATIVE 

HIV TEST POSITIVE 

HLA MARKER STUDY 

HLA MARKER STUDY POSITIVE 
HLA-B*1502 ASSAY 

HLA-B*27 ASSAY 

HLA-B*27 POSITIVE 
HODGKIN'S DISEASE 
HOFFMANN'S SIGN 
HOLMES-ADIE PUPIL 

HOMANS' SIGN POSITIVE 
HOMELESS 

HORDEOLUM 

HORMONAL CONTRACEPTION 
HORMONE LEVEL ABNORMAL 
HORMONE REPLACEMENT THERAPY 
HORNER'S SYNDROME 
HOSPICE CARE 
HOSPITALISATION 

HOSTILITY 





Ë 
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гаа 
Reported 326,239) 
HOT FLUSH ; 0.63% 
[00% 
HUMAN ANAPLASMOSIS 1 0.00% 
HUMAN CHORIONIC GONADOTROPIN ABNORMAL 6 0.00% 
HUMAN CHORIONIC GONADOTROPIN INCREASED 0.00% 
HUMAN CHORIONIC GONADOTROPIN POSITIVE 10 0.00% 
HUMAN HERPES VIRUS 6 SEROLOGY NEGATIVE 0.00% 
HUMAN HERPESVIRUS 6 INFECTION 


0.00% 
0.00% 
HUMAN METAPNEUMOVIRUS TEST 45 


HUMAN RHINOVIRUS TEST 45 0.01% 
HUMERUS FRACTURE 7 0.00% 
HUNT AND HESS SCALE 


HUNTINGTON'S DISEASE 
HYALOSIS ASTEROID 


HYDROCELE 

HYDROCHOLECYSTIS 

20 
HYDROPS FOETALIS 2 
HYDROURETER 

HYPERACUSIS 303 0.09% 
ни 
HYPERAESTHESIA 0.10% 
HYPERAMMONAEMIA 0.00% 
HYPERBARIC OXYGEN THERAPY 0.00% 
HYPERCAPNIA 


23 0.01% 

— 

HYPERCHLORHYDRIA 4 0.00% 
ME. 
HYPERCHROMIC ANAEMIA 1 0.00% 
HYPERCOAGULATION 12 0.00% 


HYPERDYNAMIC LEFT VENTRICLE 5 0.00% 
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HYPERECHOGENIC PANCREAS 


| Е Е" Т 
Reported 326,239) 


0.00% 





HYPEREMESIS GRAVIDARUM 
HYPEREOSINOPHILIC SYNDROME 
HYPEREXPLEXIA 


0.00% 
0.00% 
0.00% 





HYPERFERRITINAEMIA 
HYPERGAMMAGLOBULINAEMIA 


0.00% 
0.00% 





HYPERGLYCAEMIA 
HYPERGLYCAEMIC HYPEROSMOLAR NONKETOTIC SYNDROME 


KA 
° 


0.03% 
0.00% 





HYPERHIDROSIS 
HYPERINTENSITY IN BRAIN DEEP NUCLEI 
HYPERKALAEMIA 


3.73% 
0.00% 
0.01% 





HYPERKERATOSIS 
HYPERLIPIDAEMIA 


0.00% 
0.01% 





HYPERMAGNESAEMIA 
HYPERMETABOLISM 


0.00% 
0.00% 





HYPERMETROPIA 
HYPERMOBILITY SYNDROME 
HYPERNATRAEMIA 


0.00% 
0.00% 
0.00% 


= 





HYPEROSMOLAR STATE 
HYPERPARATHYROIDISM 


0.00% 
0.00% 





HYPERPHAGIA 
HYPERPHOSPHATAEMIA 


0.00% 





HYPERPLASIA 





HYPERPYREXIA 
HYPERREFLEXIA 


њ | № 
со 





HYPERRESPONSIVE ТО STIMULI 
HYPERSENSITIVITY 





HYPERSENSITIVITY PNEUMONITIS 
HYPERSENSITIVITY VASCULITIS 
HYPERSEXUALITY 





HYPERSOMNIA 
HYPERSOMNIA-BULIMIA SYNDROME 





HYPERTENSION 
HYPERTENSIVE CEREBROVASCULAR DISEASE 





HYPERTENSIVE CRISIS 
HYPERTENSIVE EMERGENCY 
HYPERTENSIVE ENCEPHALOPATHY 





HYPERTENSIVE END-ORGAN DAMAGE 
HYPERTENSIVE HEART DISEASE 





HYPERTENSIVE URGENCY 
HYPERTHERMIA 





HYPERTHYROIDISM 
HYPERTONIA 
HYPERTONIC BLADDER 


37 





HYPERTRANSAMINASAEMIA 
HYPERTRIGLYCERIDAEMIA 





HYPERTROPHIC CARDIOMYOPATHY 
HYPERTROPHY 





HYPERTROPHY OF TONGUE PAPILLAE 
HYPERURICAEMIA 
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6/15/2021 The Vaccine Adverse Event Sr. COC System (VAERS) Results Form 
mone) (|а. E ТІ 
Reported 326,239) 
HYPERVENTILATION 
0.00% 
0.00% 
HYPOACUSIS 
HYPOAESTHESIA EYE 0.02% 
0.00% 
HYPOCALCAEMIA 0.00% 
HYPOCHROMASIA 
0.00% 
HYPOGAMMAGLOBULINAEMIA 0.00% 
HYPOGLOSSAL NERVE PARALYSIS 
HYPOGLYCAEMIC SEIZURE 
HYPOKALAEMIC SYNDROME 
HYPONATRAEMIA 
HYPOOSMOLAR STATE 
HYPOPITUITARISM 
HYPOREFLEXIA 
HYPOTHALAMO-PITUITARY DISORDER 
HYPOTHYROIDISM 


0.12% 
0.00% 
0.00% 
HYPOCOAGULABLE STATE 
0.00% 
HYPOGLOSSAL NERVE PARESIS 
HYPOTONIA 


0.01% 
HYPHAEMA 
HYPNOPOMPIC HALLUCINATION 

0.19% 
HYPOALBUMINAEMIA 0.00% 
HYPOBARISM 

0.00% 
HYPOCOMPLEMENTAEMIA 
HYPOFIBRINOGENAEMIA 0.00% 
HYPOGLYCAEMIA 
HYPOMANIA 
HYPOMENORRHOEA 
HYPOPHOSPHATAEMIA 
HYPOPHYSITIS 
HYPOSPLENISM 
HYPOTENSION 
HYPOTRICHOSIS 
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Events Percent (of 
Reported 326,239) 
[LLL BEE) 
HYPOVITAMINOSIS 


0.00% 


0.00% 
0.00% 
HYPOVOLAEMIC SHOCK 0.00% 
HYPOXIC-ISCHAEMIC ENCEPHALOPATHY 0.00% 
HYSTEROSALPINGO-OOPHORECTOMY 0.00% 
HYSTEROSCOPY ABNORMAL 0.00% 
ICHTHYOSIS 
IDIOPATHIC INTERSTITIAL PNEUMONIA 
IDIOPATHIC PULMONARY FIBROSIS 
IDIOSYNCRATIC DRUG REACTION 
IIIRD NERVE PARALYSIS 


0.00% 
0.00% 
IIIRD NERVE PARESIS 
IL-2 RECEPTOR ASSAY 


0.00% 
0.00% 
ILEOCOLOSTOMY 
ILEUS 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

ILIAC VEIN OCCLUSION 

ILIOTIBIAL BAND SYNDROME 

ILLITERACY 

ILLUSION 

IMAGING PROCEDURE ABNORMAL 

IMMATURE GRANULOCYTE COUNT 

IMMEDIATE POST-INJECTION REACTION 

IMMOBILISATION PROLONGED 

IMMUNE COMPLEX ASSAY 


IMMUNE SYSTEM DISORDER 
IMMUNE THROMBOCYTOPENIA 
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ant an 
Reported 326,239) 

IMMUNE-MEDIATED ADVERSE REACTION 0.00% 
IMMUNE-MEDIATED LUNG DISEASE 0.00% 
IMMUNISATION ANXIETY RELATED REACTION 19 0.01% 
IMMUNODEFICIENCY 0.01% 
| 000% 
IMMUNOGLOBULIN THERAPY 283 0.09% 
IMMUNOGLOBULINS DECREASED 0.00% 
IMMUNOGLOBULINS NORMAL 0.00% 
7 0.09% 
IMMUNOLOGY TEST ABNORMAL 0.00% 
IMMUNOPHENOTYPING 0.00% 
IMMUNOSUPPRESSION 
IMPAIRED ABILITY TO USE MACHINERY 
IMPAIRED DRIVING ABILITY 


IMPAIRED GASTRIC EMPTYING 0.01% 
IMPAIRED HEALING 0.01% 


IMPAIRED QUALITY OF LIFE 15 0.00% 
E n 
u| ooo 
IMPAIRED WORK ABILITY 3,096 0.95% 
IMPERCEPTION 0.00% 
IMPLANT SITE EXTRAVASATION 0.00% 
IMPLANT SITE PRURITUS 0.00% 
IMPLANTABLE CARDIAC MONITOR INSERTION 11 0.00% 
— 
IMPRISONMENT 0.00% 


0.00% 
INABILITY TO CRAWL 
INADEQUATE ASEPTIC TECHNIQUE IN USE OF PRODUCT 


0.00% 
INAPPROPRIATE AFFECT 
INAPPROPRIATE RELEASE OF PRODUCT FOR DISTRIBUTION 


0.01% 
0.00% 
INAPPROPRIATE SCHEDULE OF PRODUCT ADMINISTRATION 2,268 0.70% 


0.00% 
| zë 
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emm] реше | 
Reported 326,239) 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.00% 
0.05% 
0.05% 
0.05% 
0.00% 
0.00% 
0.51% 
0.00% 
0.00% 
0.00% 
07% 
0.13% 


INCARCERATED INCISIONAL HERNIA 
INCARCERATED UMBILICAL HERNIA 

INCISION SITE ABSCESS 

INCISION SITE ERYTHEMA 

INCISION SITE IMPAIRED HEALING 

INCISION SITE PAIN 

INCISION SITE SWELLING 

INCISIONAL DRAINAGE 

INCISIONAL HERNIA 

INCLUSION BODY MYOSITIS 

INCOHERENT 

INCOMPLETE COURSE OF VACCINATION 
INCONTINENCE 

INCORRECT DISPOSAL OF PRODUCT 

INCORRECT DOSAGE ADMINISTERED 

INCORRECT DOSE ADMINISTERED 

INCORRECT DOSE ADMINISTERED BY DEVICE 
INCORRECT DOSE ADMINISTERED BY PRODUCT 
INCORRECT PRODUCT ADMINISTRATION DURATION 
INCORRECT PRODUCT FORMULATION ADMINISTERED 
INCORRECT ROUTE OF PRODUCT ADMINISTRATION 
INCREASED APPETITE 

INCREASED BRONCHIAL SECRETION 

INCREASED INSULIN REQUIREMENT 

INCREASED TENDENCY TO BRUISE 

INCREASED UPPER AIRWAY SECRETION 

INCREASED VISCOSITY OF BRONCHIAL SECRETION 
INCREASED VISCOSITY OF UPPER RESPIRATORY SECRETION 
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SEENEN LABOUR 

INDURATION 

INFANT IRRITABILITY 
INFANTILE SPITTING UP 
INFARCTION 

INFECTED BITE 

INFECTED CYST 

INFECTED DERMAL CYST 
INFECTION 

INFECTION PARASITIC 
INFECTION REACTIVATION 
INFECTIOUS MONONUCLEOSIS 
INFECTIOUS PLEURAL EFFUSION 
INFECTIVE CORNEAL ULCER 
INFECTIVE IRITIS 

INFECTIVE MYOSITIS 

INFERIOR VENA CAVA DILATATION 
INFERTILITY FEMALE 
INFLAMMATION 

INFLAMMATION OF WOUND 
INFLAMMATORY BOWEL DISEASE 


e 
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6/15/2021 Тһе Уассіпе Adverse Event ~~~ CSC System (VAERS) Results Form 
mes [ ЫЕ" ТІ 
Reported 326,239) 
INFLAMMATORY CARCINOMA OF THE BREAST 
0.02% 
0.01% 
INFLAMMATORY PSEUDOTUMOUR 
INFLUENZA A VIRUS TEST 0.02% 
0.00% 
INFLUENZA С VIRUS TEST 0.00% 
INFLUENZA LIKE ILLNESS 
0.17% 
INFUSION 01% 
INFUSION RELATED REACTION 
INFUSION SITE PAIN 
INFUSION SITE WARMTH 
INHALATION THERAPY 
INITIAL INSOMNIA 
INJECTION SITE ATROPHY 
INJECTION SITE CELLULITIS 
INJECTION SITE DISCOLOURATION 
INJECTION SITE DRYNESS 


0.00% 
INFLAMMATORY MARKER INCREASED 
0.00% 
INFLUENZA A VIRUS TEST POSITIVE 0.00% 
0.00% 
INFLUENZA VIRUS TEST NEGATIVE 
0.00% 
INFUSION SITE EXTRAVASATION 
INGUINAL HERNIA 
INJECTION 
INJECTION SITE CYST 
INJECTION SITE EROSION 


0.00% 
INFLAMMATORY MARKER TEST 
INFLAMMATORY PAIN 

0.00% 
INFLUENZA B VIRUS TEST 0.08% 
INFLUENZA B VIRUS TEST POSITIVE 

1.36% 
INFLUENZA VIRUS TEST POSITIVE 
INFREQUENT BOWEL MOVEMENTS 0.00% 
INFUSION SITE JOINT MOVEMENT IMPAIRMENT 
INGUINAL HERNIA REPAIR 
INGUINAL MASS 
INJECTION RELATED REACTION 
INJECTION SITE ABSCESS 
INJECTION SITE DERMATITIS 
INJECTION SITE DISCHARGE 
INJECTION SITE ERYTHEMA 


5 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
=m 
Reported 326,239) 

INJECTION SITE EXFOLIATION 5 0.00% 
| оо» 
INJECTION SITE GRANULOMA 0.00% 
INJECTION SITE HAEMORRHAGE 2 0.08% 
INJECTION SITE HYPERTROPHY 0.00% 
ZZ 0.025 
INJECTION SITE INDURATION 4,066 1.25% 
— 
INJECTION SITE INFLAMMATION 697 0.21% 
INJECTION SITE IRRITATION 219 0.07% 
— 
| 000% 
INJECTION SITE JOINT INFLAMMATION 0.00% 
INJECTION SITE JOINT РАТМ 0.03% 
INJECTION SITE LACERATION 


INJECTION SITE LYMPHADENOPATHY 
INJECTION SITE MACULE 


INJECTION SITE MASS 1,902 0.58% 
INJECTION SITE MUSCLE ATROPHY 0.00% 
== 
оше 
INJECTION SITE NERVE DAMAGE 6 0.00% 
INJECTION SITE OEDEMA 166 0.05% 
INJECTION SITE PALLOR 10 0.00% 
к 
| ои 
INJECTION SITE PARAESTHESIA 413 0.13% 
INJECTION SITE PRURITUS 14,893 4.57% 
к 
INJECTION SITE RASH 8,165 2.50% 
d zë 
INJECTION SITE SCAB 34 0.01% 
= 
ІМЈЕСТІОМ SITE STREAKING 50 0.02% 
INJECTION SITE THROMBOSIS 6 0.00% 
INJECTION SITE ULCER 16 0.00% 


INJECTION SITE URTICARIA 0.33% 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 


ЕЕЕ 
Reported 326,239) 
INJECTION SITE VESICLES 203 0.06% 
s| — 0.0% 
INJURY ASSOCIATED WITH DEVICE 0.01% 
INNER EAR DISORDER 2 0.01% 
INNER EAR ОРЕВАТТОМ 0.00% 
INSTILLATION SITE EXFOLIATION 0.00% 
INSTILLATION SITE PARAESTHESIA 0.00% 
INSULIN С-РЕРТТОЕ 0.00% 
INSULIN RESISTANT ОТАВЕТЕ$ 0.00% 
INSULIN TOLERANCE TEST 

INTELLECTUAL DISABILITY 


0.00% 
0.00% 
INTENSIVE CARE 
INTENSIVE CARE UNIT ACQUIRED WEAKNESS 


INTENTION TREMOR 0.00% 
INTENTIONAL OVERDOSE 0.00% 
— 
DES 
INTENTIONAL SELF-INJURY 0.00% 
INTERCEPTED MEDICATION ERROR 0.00% 
INTERCEPTED PRODUCT DISPENSING ERROR 0.00% 
INTERFERON GAMMA NORMAL 1 0.00% 
INTERLEUKIN LEVEL 12 0.00% 
— — 
INTERLEUKIN-2 RECEPTOR ASSAY 3 0.00% 
INTERMITTENT EXPLOSIVE DISORDER 0.00% 
INTERNAL CAROTID ARTERY DEFORMITY 0.00% 
INTERNAL FIXATION OF FRACTURE 0.00% 
INTERNAL HAEMORRHAGE 2 0.01% 


INTERNAL INJURY 1 0.00% 


https://wonder.cdc.gov/controller/datarequest/D8;jsessionid-7D8A0F3A0305CB59E92A55AA8C77 82/162 








31 
1 
3 





= 
` 























со 
ul 





= 
2 
2 
1 
2 
1 
7 
3 
2 


























N 
о 














6/15/2021 The Vaccine Adverse Event О ыыы COC System (VAERS) Results Form 


O шені LB ве ПІ 
Керогтеа 326,239) 
INTERNATIONAL NORMALISED RATIO 0.06% 
INTERNATIONAL NORMALISED RATIO INCREASED 0.05% 
INTERSTITIAL GRANULOMATOUS DERMATITIS 

INTERTRIGO 


0.06% 
0.00% 
0.01% 
0.00% 
0.00% 

INTERVERTEBRAL DISC ANNULAR TEAR 0.00% 

INTERVERTEBRAL DISC DEGENERATION 

INTERVERTEBRAL DISC OPERATION 

INTERVERTEBRAL DISCITIS 

INTESTINAL ANGINA 

INTESTINAL ATONY 


0.01% 
0.00% 
INTESTINAL CONGESTION 
INTESTINAL DILATATION 


0.00% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

INTESTINAL HAEMORRHAGE 

INTESTINAL ISCHAEMIA 

INTESTINAL MUCOSAL TEAR 

INTESTINAL PERFORATION 

INTESTINAL RESECTION 

INTRA-ABDOMINAL HAEMATOMA 

INTRA-ABDOMINAL PRESSURE INCREASED 

INTRA-OCULAR INJECTION 

INTRACARDIAC THROMBUS 

INTRACRANIAL ANEURYSM 

INTRACRANIAL HYPOTENSION 


INTRACRANIAL MASS 
INTRACRANIAL PRESSURE INCREASED 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
=m 
Reported 326,239) 

INTRADUCTAL PAPILLARY MUCINOUS NEOPLASM 1 0.00% 
| оњ 
INTRANASAL PARAESTHESIA 0.00% 
INTRAOCULAR PRESSURE INCREASED 1 0.00% 
INTRAOCULAR PRESSURE TEST ABNORMAL 0.00% 
INTRAPARTUM HAEMORRHAGE 0.00% 
INTRAVENTRICULAR HAEMORRHAGE 12 0.00% 
INTUSSUSCEPTION 1 0.00% 
INVESTIGATION NONCOMPLIANCE 0.00% 
IODINE UPTAKE DECREASED 0.00% 
IRIDOCYCLITIS 


0.00% 
IRIS ADHESIONS 
IRIS DISCOLOURATION 


IRITIS 

IRON BINDING CAPACITY TOTAL ABNORMAL 

IRON BINDING CAPACITY TOTAL NORMAL 

IRON BINDING CAPACITY UNSATURATED DECREASED 0.00% 
IRON DEFICIENCY ANAEMIA 13 0.00% 
7-2. 
477777 о 
IRREGULAR SLEEP WAKE RHYTHM DISORDER 3 0.00% 
IRRITABILITY POSTVACCINAL 1 0.00% 
12-2. 
І5СНАЕМІА 17 0.01% 


7 
DES 
ISCHAEMIC HEPATITIS 15 0.00% 
— 
ISCHAEMIC SKIN ULCER 2 0.00% 
ITCHING SCAR 4 0.00% 
IVTH NERVE PARALYSIS 11 0.00% 

5 


https://wonder.cdc.gov/controller/datarequest/D8;jsessionid-7D8A0F3A0305CB59E92A55AA8C77 84/162 








2 
3 
1 





~ 




















= 
о 








о 
о 


0.01% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
=m 
Reported 326,239) 
JAUNDICE CHOLESTATIC 1 0.00% 
d 000% 
JAW DISORDER 49 0.02% 
JC POLYOMAVIRUS TEST NEGATIVE 0.00% 





























0.00% 
JOINT ABSCESS 0.00% 
JOINT ARTHROPLASTY 0.00% 
a. 
JOINT DISLOCATION 33 0.01% 
JOINT EFFUSION 38 0.01% 
— — 
DESS 
JOINT INJECTION 0.00% 
JOINT INSTABILITY 23 0.01% 
— 33 
JOINT NOISE 36 

JOINT POSITION SENSE DECREASED 1 

JOINT RANGE OF MOTION DECREASED 








M 
о 


JOINT SPACE NARROWING 
JOINT STABILISATION 


JOINT STIFFNESS 557 0.17% 
JOINT SWELLING 1,243 0.38% 


0.00% 
0.00% 





| 





0.01% 


JOINT WARMTH 

JUGULAR VEIN DISTENSION 1 0.00% 
Á 
JUGULAR VEIN THROMBOSIS 25 0.01% 


KARYOTYPE ANALYSIS NORMAL 0.00% 
KAWASAKI'S DISEASE 0.00% 


KELOID SCAR 0.00% 

SE 
KERATOACANTHOMA 0.00% 
KERATOSIS PILARIS 0.00% 
КЕТОМОВТА 0.00% 
KIDNEY FIBROSIS 


0.00% 
KIDNEY INFECTION 6 0.02% 


KIDNEY SMALL 1 0.00% 
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6/15/2021 The Vaccine Adverse Event па System (VAERS) Results Form 


mi (el | 
Reported 326,239) 

2 

4 

9 

4 


KINESITHERAPY 
KLEBSIELLA INFECTION 
KLEBSIELLA TEST POSITIVE 0.00% 


KLEIHAUER-BETKE TEST 1 0.00% 
KNEE ARTHROPLASTY — 0.00% 
KNEE OPERATION 0.00% 
LABIA ENLARGED 5 0.00% 
LABORATORY TEST 2,809 0.86% 
LABORATORY TEST INTERFERENCE 0.00% 
LABOUR COMPLICATION 0.00% 
LABYRINTHITIS 0.01% 
LACK OF SPONTANEOUS SPEECH 

LACRIMAL DISORDER 


0.00% 
01% 
LACRIMAL GLAND OPERATION 
LACRIMATION DECREASED 


0.00% 
LACRIMATION DISORDER 
LACTATION DISORDER 
LACTOSE INTOLERANCE 
LACUNAR STROKE 
LANGUAGE DISORDER 
LAPAROSCOPY ABNORMAL 
LARGE INTESTINAL HAEMORRHAGE 
LARGE INTESTINAL STENOSIS 
LARGE INTESTINE INFECTION 
LARGE INTESTINE POLYP 
LARYNGEAL HAEMORRHAGE 


LARYNGEAL MASK AIRWAY INSERTION 
LARYNGEAL OEDEMA 


0.00% 





0.00% 


| 
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6/15/2021 The Vaccine Adverse Event Sr CO System (VAERS) Results Form 


mms e 
Reported 326,239) 

0.00% 
0.00% 
0.00% 
0.00% 
0.02% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 


LARYNGEAL PAIN 

LARYNGEAL STENOSIS 

LARYNGEAL TREMOR 

LARYNGEAL ULCERATION 
LARYNGITIS 

LARYNGITIS VIRAL 
LARYNGOMALACIA 
LARYNGOSCOPY 

LARYNGOSCOPY ABNORMAL 
LARYNGOSCOPY NORMAL 
LARYNGOSPASM 
LARYNGOTRACHEOBRONCHOSCOPY 
LARYNX IRRITATION 

LASER THERAPY 

LATENT AUTOIMMUNE DIABETES IN ADULTS 
LATENT TUBERCULOSIS 

LATERAL MEDULLARY SYNDROME 
LAZINESS 

LDL/HDL RATIO 

LDL/HDL RATIO DECREASED 

LEAD DISLODGEMENT 

LEARNING DISABILITY 

LEFT ATRIAL APPENDAGE CLOSURE IMPLANT 
LEFT ATRIAL DILATATION 

LEFT ATRIAL ENLARGEMENT 

LEFT VENTRICULAR DILATATION 
LEFT VENTRICULAR DYSFUNCTION 
LEFT VENTRICULAR END-DIASTOLIC PRESSURE 
LEFT VENTRICULAR END-DIASTOLIC PRESSURE INCREASED 
LEFT VENTRICULAR ENLARGEMENT 
LEFT VENTRICULAR FAILURE 

LEFT VENTRICULAR FALSE TENDON 
LEFT VENTRICULAR HYPERTROPHY 
LEFT-TO-RIGHT CARDIAC SHUNT 
LEG AMPUTATION 

LEGIONELLA TEST 
LEIOMYOSARCOMA 

LENS DISLOCATION 

LEPTOSPIRA TEST 

LEPTOSPIROSIS 

LERICHE SYNDROME 

LETHARGY 











= 





























^ 























LEUKAEMIA IN REMISSION 
LEUKAEMIA RECURRENT 
LEUKAPHERESIS 

LEUKOCYTOSIS 

LEUKOCYTURIA 
LEUKOERYTHROBLASTIC ANAEMIA 
LEUKOPENIA 











2 
— 
1 
1 
9 
2 
1 
2 
5 
7 
— 
— — 3| 
1 
1 
Leem 
1 
1 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
Ca 
Reported 

LEUKOPLAKIA ORAL 

LICHEN NITIDUS 0.00% 
LICHEN SCLEROSUS 0.00% 
LICHENIFICATION 0.00% 
LICHENOID KERATOSIS 


0.00% 
ГНИ 
LID SULCUS DEEPENED 


0.00% 
LIFE SUPPORT 41 0.01% 


LIGAMENT DISORDER 0.00% 
LIGAMENT INJURY 0.00% 
LIGAMENT OPERATION 


LIGAMENT PAIN 
LIGAMENT RUPTURE 


LIGAMENT SPRAIN 

LIGAMENTUM FLAVUM HYPERTROPHY 

LIGHT CHAIN ANALYSIS INCREASED 

LIMB CRUSHING INJURY 0.00% 
LIMB DISCOMFORT y 0.65% 
= 
LIMB MASS 114 0.03% 
LIMBAL SWELLING 0.00% 
LINEAR IGA DISEASE 0.00% 
LIP COSMETIC PROCEDURE 1 0.00% 
LIP DISORDER 60 0.02% 
LIP EROSION 0.00% 
LIP HAEMATOMA 0.00% 
LIP INFECTION Я 

ó 
LIP PAIN 1 


0.00% 
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Percent (of Ш 
326,239) 


0.00% 
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N 
~ | со 


0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

















2 
1 
1 
1 

















1 
1 











0.02% 


0.04% 
17 0.07% 


73 
22 

1 
12 

1 
51 
43 
20 
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6/15/2021 The Vaccine Adverse Event па System (VAERS) Results Form 
mms (ша, E 
Reported 326,239) 
LIP SCAB 0.00% 
LIPASE 0.04% 
LIPASE DECREASED 0.00% 
LIPASE NORMAL 0.03% 
LIPIDS DECREASED 0.00% 
LIPIDS NORMAL 0.01% 
LIPOMA 0.00% 
LIQUID PRODUCT PHYSICAL ISSUE 0.00% 
LISTERIOSIS 0.00% 
LITHOTRIPSY 


LIVE BIRTH 
LIVEDO RETICULARIS 


LIVER ABSCESS 

LIVER FUNCTION TEST 

LIVER FUNCTION TEST INCREASED 
LIVER INJURY 

LIVER SCAN ABNORMAL 
LIVING ALONE 

LOCAL REACTION 

LOCALISED OEDEMA 

LONG QT SYNDROME 

LOOSE TOOTH 

LOSS OF BLADDER SENSATION 


LOSS OF CONSCIOUSNESS 
LOSS OF CONTROL OF LEGS 
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6/15/2021 The Vaccine Adverse Event Sr. COC System (VAERS) Results Form 


O m ПЕ. ње | 
Reported 326,239) 

LOSS OF DREAMING 0.00% 
LOSS OF PROPRIOCEPTION 0.00% 
LOW CARBOHYDRATE DIET 0.00% 
LOW DENSITY LIPOPROTEIN 0.00% 
LOW DENSITY LIPOPROTEIN INCREASED 0.01% 
LOWER GASTROINTESTINAL HAEMORRHAGE 

LOWER RESPIRATORY TRACT CONGESTION 

LOWER URINARY TRACT SYMPTOMS 

LUMBAR PUNCTURE ABNORMAL 

LUMBAR RADICULOPATHY 


0.00% 
0.00% 
LUMBAR SPINAL STENOSIS 
LUMBAR VERTEBRAL FRACTURE 


0.01% 
0.01% 
0.00% 
0.00% 
0.09% 
0.03% 
0.02% 

LUMBOSACRAL PLEXOPATHY 

LUNG ABSCESS 

LUNG CARCINOMA CELL TYPE UNSPECIFIED RECURRENT 

LUNG CARCINOMA CELL TYPE UNSPECIFIED STAGE IV 

LUNG CYST 

LUNG HYPOINFLATION 

LUNG LOBECTOMY 

LUNG OPACITY 

LUNG TRANSPLANT REJECTION 

LUPUS NEPHRITIS 

LUPUS-LIKE SYNDROME 


LYME DISEASE 
LYMPH GLAND INFECTION 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
Events Percent (of 
Reported 326,239) 
LYMPH NODE ABSCESS 2 0.00% 
LYMPH NODE CALCIFICATION 1 0.00% 


LYMPH NODE PAIN 0.69% 
LYMPH NODE PALPABLE 0.01% 
LYMPH NODE RUPTURE 0.00% 
LYMPH NODES SCAN ABNORMAL 0.00% 
LYMPHADENECTOMY 0.00% 
LYMPHADENITIS 0.04% 
LYMPHADENITIS BACTERIAL 0.00% 
LYMPHADENOPATHY 2.99% 
LYMPHADENOPATHY MEDIASTINAL 0.01% 
LYMPHANGIOLEIOMYOMATOSIS 0.00% 
LYMPHANGIOMA 0.00% 
LYMPHANGITIS 0.00% 
LYMPHATIC DISORDER 0.00% 
LYMPHATIC MAPPING 0.00% 
LYMPHATIC OBSTRUCTION 0.00% 
LYMPHATIC SYSTEM NEOPLASM 0.00% 
LYMPHOCYTE COUNT 0.02% 
LYMPHOCYTE COUNT ABNORMAL 0.00% 
LYMPHOCYTE COUNT DECREASED 0.04% 
LYMPHOCYTE COUNT INCREASED 0.02% 
LYMPHOCYTE COUNT NORMAL 0.03% 
LYMPHOCYTE MORPHOLOGY ABNORMAL 0.00% 
LYMPHOCYTE PERCENTAGE 0.03% 
LYMPHOCYTE PERCENTAGE ABNORMAL 0.00% 
LYMPHOCYTE PERCENTAGE DECREASED 0.04% 
LYMPHOCYTE PERCENTAGE INCREASED 0.01% 
LYMPHOCYTIC INFILTRATION 0.00% 
LYMPHOCYTOSIS 6 0.00% 
LYMPHOEDEMA 0.03% 
LYMPHOID TISSUE HYPERPLASIA 0.00% 
LYMPHOMA 0.00% 
LYMPHOPENIA 0.0196 
LYMPHOPROLIFERATIVE DISORDER 0.00% 
LYSOZYME 0.00% 
MACROCEPHALY 0.00% 
MACROCYTOSIS 0.00% 
MACROGLOSSIA 0.00% 
MACROPHAGE COUNT 0.00% 
MACROPHAGES INCREASED 0.00% 
MACULAR DEGENERATION 0.00% 
MACULAR FIBROSIS 0.00% 
MACULAR HOLE 0.00% 
MACULAR OEDEMA 0.00% 
MACULE 0.01% 
MACULOPATHY 0.00% 
MADAROSIS 

MAGNETIC RESONANCE CHOLANGIOPANCREATOGRAPHY 
MAGNETIC RESONANCE IMAGING 
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6/15/2021 The Vaccine Adverse Event --- HE System (VAERS) Results Form 
meme Пен ПЕЊЕ [L 
Керогтеа 326,239) 
МАСМЕТІС RESONANCE IMAGING ABDOMINAL 
0.00% 
0.10% 
MAGNETIC RESONANCE IMAGING BRAIN ABNORMAL 
MAGNETIC RESONANCE IMAGING BREAST ABNORMAL 0.00% 
0.05% 
MAGNETIC RESONANCE IMAGING HEPATOBILIARY 0.00% 
MAGNETIC RESONANCE IMAGING JOINT 
0.14% 
MAGNETIC RESONANCE IMAGING SPINAL 0.03% 
MAGNETIC RESONANCE IMAGING SPINAL NORMAL 
MAGNETIC RESONANCE IMAGING THORACIC NORMAL 
MAGNETIC RESONANCE NEUROGRAPHY 
MALARIA 
MALARIA ANTIGEN TEST 
MALIGNANT NEOPLASM OF SPINAL CORD 
MALIGNANT PLEURAL EFFUSION 
MAMMARY DUCT ECTASIA 
MAMMOGRAM ABNORMAL 


0.00% 
MAGNETIC RESONANCE IMAGING ABDOMINAL NORMAL 
0.03% 
MAGNETIC RESONANCE IMAGING HEAD ABNORMAL 0.16% 
0.00% 
MAGNETIC RESONANCE IMAGING NORMAL 
0.00% 
MAGNETIC RESONANCE IMAGING THORACIC 
MAJOR DEPRESSION 
MALIGNANT ASCITES 
MALLORY-WEISS SYNDROME 
MAMMOGRAM NORMAL 


0.00% 
MAGNETIC RESONANCE IMAGING ABNORMAL 
MAGNETIC RESONANCE IMAGING BRAIN 

0.02% 
MAGNETIC RESONANCE IMAGING HEAD NORMAL 0.12% 
MAGNETIC RESONANCE IMAGING HEART 

0.00% 
MAGNETIC RESONANCE IMAGING PANCREAS 
MAGNETIC RESONANCE IMAGING RENAL 0.00% 
MAGNETIC RESONANCE IMAGING THORACIC ABNORMAL 
MALABSORPTION 
MALAISE 
MALIGNANT HYPERTENSION 
MALIGNANT MELANOMA 
MALNUTRITION 
MALOCCLUSION 
MAMMOPLASTY 


E 





N 
H 





= 
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mm) ПЕШ, ПЕ” ПІ 
Керогтеа 326,239) 

0.00% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.11% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.03% 
0.00% 
0.01% 
0.00% 
0.00% 
0.00% 


MANDIBULAR MASS 

MANIA 

MANIC SYMPTOM 

MANUAL LYMPHATIC DRAINAGE 
MANUFACTURING ISSUE 

MANUFACTURING PRODUCT SHIPPING ISSUE 
MARGINAL ZONE LYMPHOMA 

MARROW HYPERPLASIA 
= 





ће 











о 


Deem i Es: 
MAST CELL ACTIVATION SYNDROME 


MAST CELL DEGRANULATION PRESENT 
MASTECTOMY 

MASTITIS 

MASTOID DISORDER 

MASTOIDITIS 


MATERNAL DEATH DURING CHILDBIRTH 
MATERNAL EXPOSURE BEFORE PREGNANCY 


MATERNAL EXPOSURE DURING BREAST FEEDING 
MATERNAL EXPOSURE TIMING UNSPECIFIED 
MAY-THURNER SYNDROME 

MEAN ARTERIAL PRESSURE DECREASED 

MEAN CELL HAEMOGLOBIN CONCENTRATION 
MEAN CELL HAEMOGLOBIN CONCENTRATION NORMAL 
MEAN CELL HAEMOGLOBIN INCREASED 

MEAN CELL VOLUME 

MEAN CELL VOLUME INCREASED 

MEAN PLATELET VOLUME 

MEAN PLATELET VOLUME INCREASED 


MEAN PLATELET VOLUME NORMAL 
MEASLES 











^ 














|= 
ој 





о 
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1 
3 








6 
1 
7 











3 
1 
1 
MENINGITIS VIRAL 18 
1 
МЕМОМЕТВОВВНАСІА 

MENOPAUSE 


MENSTRUAL DISCOMFORT 9 0.00% 





6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
SE 
Reported 326,239) 
MEASLES ANTIBODY 2 0.00% 
zt oom 
MECHANICAL VENTILATION 217 0.07% 
MEDIASTINAL DISORDER 0.00% 
MEDIASTINAL MASS 0.00% 
MEDICAL COUNSELLING 0.00% 
MEDICAL DEVICE SITE BURN 0.00% 
MEDICAL DEVICE SITE PAIN 0.00% 
MEDICAL OBSERVATION 0.01% 
MEDICATION DILUTION 0.00% 
MEGACOLON 
MEGALOBLASTS INCREASED 
MEIBOMIAN GLAND DYSFUNCTION 
MEIGE'S SYNDROME 0.00% 
MELANOCYTIC NAEVUS 0.00% 
e 
56 
MENARCHE 0.00% 
MENIERE'S DISEASE 3 0.0196 
MENINGEAL DISORDER 0.00% 
MENINGIOMA BENIGN 1 0.00% 
1 73 
2 0.0% 
MENINGITIS ASEPTIC 28 0.01% 
MENINGITIS CHEMICAL 0.00% 
0.01% 
0.00% 
7 0.00% 
: 
34 0.01% 
ы 











MENSTRUAL DISORDER 0.18% 
MENSTRUATION DELAYED 238 0.07% 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
Events Percent (of 
Reported 326,239) 
MENSTRUATION IRREGULAR 723 0.22% 
MENSTRUATION NORMAL 7 0.00% 


d ою» 


86 
1 
3 





MENTAL DISORDER 0.03% 
MENTAL FATIGUE 2 0.01% 
MENTAL STATUS CHANGES 480 0.15% 
MESENTERIC ARTERY ANEURYSM 0.00% 
MESENTERIC HAEMORRHAGE 0.00% 
MESENTERIC PANNICULITIS 


0.00% 
30 0.01% 
2| о 


METABOLIC ACIDOSIS 33 0.01% 
METABOLIC ENCEPHALOPATHY 29 0.01% 
METABOLIC FUNCTION TEST ABNORMAL 5 


METABOLIC FUNCTION TEST NORMAL 487 
METABOLIC SURGERY 
0.00% 


METABOLIC SYNDROME 

METAMORPHOPSIA 65 0.02% 
METAMYELOCYTE PERCENTAGE 0.00% 
METANEPHRINE URINE 0.00% 
METASTASES TO CENTRAL NERVOUS SYSTEM 0.00% 
METASTASES TO MENINGES 0.00% 
METASTASES TO SPINE 0.00% 
METASTATIC CARCINOID TUMOUR 0.00% 
METASTATIC NEOPLASM 

METHAEMOGLOBIN URINE ABSENT 


0.00% 
0.00% 
METHYLMALONIC ACIDURIA 
METRORRHAGIA 
MICROALBUMINURIA 








| 





























| 
































~ 
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e, [TIL [Г 
Reported 326,239) 

0.0096 
0.00% 


0.00% 
0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.03% 


0.00% 





MICROANGIOPATHIC HAEMOLYTIC ANAEMIA 
MICROANGIOPATHY 


MICROBIOLOGY TEST NORMAL 
MICROEMBOLISM 
MICROTIA 


MICTURITION DISORDER 6 
š 
MIDDLE EAR DISORDER 2 

MIDDLE EAR INFLAMMATION 1 0.00% 
T 


0.00% 
0.03% 
0.00% 
0.00% 




















MIGRAINE PROPHYLAXIS 
MIGRAINE WITH AURA 


MIGRAINE WITHOUT AURA 
MILIA 


MILIARIA 
MILK ALLERGY 
MILLER FISHER SYNDROME 


MINERAL DEFICIENCY 

MINI MENTAL STATUS EXAMINATION 

MINIMUM INHIBITORY CONCENTRATION 

MIOSIS 28 0.01% 
ТАЕ 





o 
£ 





| 


+ 
ч 








0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 

















ШІ OIN 

















MITRAL VALVE CALCIFICATION 3 0.00% 
== 
al 00% 
1 
0.00% 
MITRAL VALVE STENOSIS 0.00% 
MIXED СОММЕСТТУЕ TISSUE DISEASE 
uge 7.7 
1 
MOLLUSCUM CONTAGIOSUM 2 0.00% 
MONOCLONAL ANTIBODY UNCONJUGATED THERAPY 1 
MONOCLONAL B-CELL LYMPHOCYTOSIS 
3 








MITRAL VALVE PROLAPSE 0.00% 
MITRAL VALVE REPAIR 

0.00% 
MOBILITY DECREASED 4,388 1.35% 
MODEL FOR END STAGE LIVER DISEASE SCORE 0.00% 
MONOCLONAL GAMMOPATHY 
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=m 
Reported 326,239) 
MONOCLONAL IMMUNOGLOBULIN INCREASED 1 0.00% 
| 00% 
МОМОСУТЕ COUNT ABNORMAL 2 0.00% 
o ом 
MONOCYTE COUNT INCREASED 95 0.03% 
MONOCYTE PERCENTAGE 0.04% 
| ooa 
MONOCYTE PERCENTAGE INCREASED 67 0.02% 
[sa 
MONOFILAMENT PRESSURE PERCEPTION TEST 1 0.00% 
MONONEUROPATHY 4 0.00% 
= — вале 
50] 002% 
MONONUCLEOSIS HETEROPHILE TEST POSITIVE 0.00% 
MONOPLEGIA 131 0.04% 
9 


MOOD ALTERED 52 
MOOD SWINGS 
MORBID THOUGHTS 











= 
о 
о 























ul 
о 





MORNING SICKNESS 


= 
= 


0.00% 
MOROSE 0.00% 


MORPHOEA 0.00% 
MORTON'S NEURALGIA 1 
el 0.03%| 
MOTOR DEVELOPMENTAL DELAY 1 0.00% 
MOTOR NEURONE DISEASE 3 0.00% 
== 
MOUTH CYST 1 0.00% 
== 
DES 
MOUTH SWELLING 424 0.13% 
MOVEMENT DISORDER 691 0.21% 
MUCOCUTANEOUS DISORDER 0.00% 
MUCOSAL DISCOLOURATION 0.00% 
= 
MUCOSAL DRYNESS 12 0.00% 
MUCOSAL EXFOLIATION 


0.00% 
MUCOSAL HAEMORRHAGE 


0.00% 
MUCOSAL HYPERTROPHY 
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|________ шлем Г Е [T 
Reported 326,239) 
MUCOSAL INFLAMMATION 0.00% 
MUCOUS STOOLS 0.01% 
MULTIFOCAL MICRONODULAR PNEUMOCYTE HYPERPLASIA 0.00% 
MULTIMORBIDITY 0.00% 
MULTIPLE CHEMICAL SENSITIVITY 0.00% 
MULTIPLE FRACTURES 

MULTIPLE INJURIES 

MULTIPLE SCLEROSIS 

MULTIPLE SYSTEM ATROPHY 

MULTISYSTEM INFLAMMATORY SYNDROME IN CHILDREN 


0.00% 
0.00% 
MUMPS 
MUMPS ANTIBODY TEST 


0.00% 
0.02% 
0.00% 
0.02% 
0.01% 
0.00% 
0.00% 

MUMPS ANTIBODY TEST NEGATIVE 

MURPHY'S SIGN TEST 

MUSCLE CONTRACTIONS INVOLUNTARY 

MUSCLE DISCOMFORT 

MUSCLE ENZYME 

MUSCLE HAEMORRHAGE 

MUSCLE INJURY 

MUSCLE NECROSIS 

MUSCLE RUPTURE 

MUSCLE SPASTICITY 

MUSCLE STRENGTH ABNORMAL 


MUSCLE STRENGTH NORMAL 
MUSCLE SWELLING 























M 
со 





Ww 
A 

















1 
9 
2 
5 
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Events Percent (of Ш 
Reported 326,239) 
MUSCLE TENSION DYSPHONIA 1 0.00% 
MUSCLE TIGHTNESS 1, 0.32% 


049 

MUSCLE TWITCHING 0.27% 
MUSCULAR DYSTROPHY 0.00% 
MUSCULAR WEAKNESS 0.95% 
MUSCULOSKELETAL CHEST PAIN 0.15% 
MUSCULOSKELETAL DISCOMFORT 0.17% 
MUSCULOSKELETAL DISORDER 0.03% 
MUSCULOSKELETAL FOREIGN BODY 0.00% 
MUSCULOSKELETAL INJURY 0.00% 
MUSCULOSKELETAL PAIN 0.06% 
MUSCULOSKELETAL STIFFNESS 0.97% 
MUTISM 0.00% 
MYALGIA 6.37% 
MYASTHENIA GRAVIS 0.02% 
MYASTHENIA GRAVIS CRISIS 0.0096 
MYASTHENIC SYNDROME 0.0096 
MYCOBACTERIUM AVIUM COMPLEX INFECTION 0.0096 
MYCOBACTERIUM TEST 0.0096 
MYCOBACTERIUM TEST NEGATIVE 0.0096 
MYCOBACTERIUM TEST POSITIVE 0.0096 
MYCOBACTERIUM TUBERCULOSIS COMPLEX TEST 0.0096 
MYCOBACTERIUM TUBERCULOSIS COMPLEX TEST NEGATIVE 0.0096 
MYCOBACTERIUM TUBERCULOSIS COMPLEX TEST POSITIVE 0.0096 
MYCOPLASMA TEST 0.0096 
MYCOPLASMA TEST NEGATIVE 0.0196 
MYCOPLASMA TEST POSITIVE 0.0096 
MYCOTIC ALLERGY 0.0096 
MYDRIASIS 0.0596 
MYELITIS 0.0096 
MYELITIS TRANSVERSE 0.0396 
MYELOCYTE COUNT 0.0096 
MYELOCYTE COUNT INCREASED 0.0096 
MYELOCYTE PERCENTAGE 0.0096 
MYELOCYTE PERCENTAGE INCREASED 0.0096 
MYELODYSPLASTIC SYNDROME 0.0096 
MYELOID LEUKAEMIA 0.00% 
MYELOMALACIA 0.0096 
MYELOPATHY 0.0096 
MYELOSUPPRESSION 0.0096 
MYOCARDIAL BRIDGING 0.0096 
MYOCARDIAL DEPRESSION 0.0096 
MYOCARDIAL FIBROSIS 0.0096 
MYOCARDIAL INFARCTION 0.1996 
MYOCARDIAL ISCHAEMIA 0.0196 
MYOCARDIAL NECROSIS 0.0096 
MYOCARDIAL NECROSIS MARKER 0.0396 
MYOCARDIAL NECROSIS MARKER INCREASED 
MYOCARDIAL NECROSIS MARKER NORMAL 
MYOCARDIAL OEDEMA 
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Dese D s 4 
|MYASTHENICSYNDROME | 
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косык ко coner test ese} 33 
5 
2 


U1 | о 
л |м 





ul 
N 





= 
° 





https://wonder.cdc.gov/controller/datarequest/D8;jsessionid-7D8A0F3A0305CB59E92A55AA8C77 99/162 


6/15/2021 The Vaccine Adverse Event о System (VAERS) Results Form 


ПИ LBE TT 
Reported 326,239) 
MYOCARDIAL RUPTURE 0.00% 
MYOCARDITIS INFECTIOUS 0.00% 
MYOCLONUS 0.01% 
MYOGLOBIN BLOOD 0.00% 
MYOGLOBIN URINE 

MYOGLOBINURIA 

MYOPIA 


0.00% 
0.00% 
0.00% 
MYOTONIA 
MYRINGOTOMY 


0.00% 
0.00% 
0.00% 

N-TERMINAL PROHORMONE BRAIN NATRIURETIC PEPTIDE INCREASED 
N-TERMINAL PROHORMONE BRAIN NATRIURETIC PEPTIDE NORMAL 
NAEVUS FLAMMEUS 


0.00% 
0.01% 
0.02% 
0.00% 
0.00% 
0.00% 
0.01% 

NAIL BED BLEEDING 

NAIL DISCOLOURATION 

NAIL INJURY 

NARCOLEPSY 

NASAL ADHESIONS 

NASAL CAVITY PACKING 

NASAL CRUSTING 

NASAL DISCOMFORT 

NASAL HERPES 

NASAL INJURY 

NASAL MUCOSAL DISCOLOURATION 


NASAL OBSTRUCTION 
NASAL ODOUR 





EN 
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хы ТГ зы“ |І 

Reported 326,239) 
NASAL OEDEMA 37 0.01% 
NASAL OPERATION 1 0.00% 


a| о 
NASAL POTENTIAL DIFFERENCE TEST 1 0.00% 
=== 
NASAL SEPTUM DEVIATION 0.00% 
NASAL ULCER 0.00% 
NASOGASTRIC OUTPUT ABNORMAL 1 0.00% 
NASOPHARYNGOSCOPY 1 0.00% 
NATURAL KILLER CELL COUNT DECREASED 1 0.00% 
SREL 
NECK CRUSHING 0.00% 
МЕСК МА$$ 0.03% 
NECROLYTIC MIGRATORY ЕКУТНЕМА 


1.63% 
NECROSIS 
NECROSIS ISCHAEMIC 


























оо | N 
о |м 





ол 
о) 
N 
A 








0.00% 
0.00% 


0.00% 
0.00% 





NECROTIC LYMPHADENOPATHY 
NECROTISING RETINITIS 





0.00% 
0.00% 


0.00% 
0.00% 


0.01% 
0.00% 


0.00% 
0.00% 
0.00% 


0.00% 
110 0.03% 
= 





NEEDLE TRACK MARKS 

NEISSERIA TEST 

NEONATAL DISORDER 
NEOPLASM 
NEOPLASM MALIGNANT 

NEOPLASM PROGRESSION 


NEOPLASM PROSTATE 
NEOPLASM SKIN 


NEPHROCALCINOSIS 
NEPHROLITHIASIS 
NEPHROSCLEROSIS 


NEPHROSTOMY 
NEPHROTIC SYNDROME 








10 
25 
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[Reported | || | 228239 || 
Reported 326,239) 

NERVE BLOCK 9 0.00% 
NERVE COMPRESSION 0.02% 
NERVE CONDUCTION STUDIES 0.01% 
NERVE CONDUCTION STUDIES ABNORMAL 0.01% 
NERVE CONDUCTION STUDIES NORMAL 0.00% 
NERVE INJURY 0.02% 
NERVE ROOT INJURY 0.00% 
NERVE STIMULATION TEST 0.00% 
NERVE STIMULATION TEST ABNORMAL 0.00% 
NERVOUS SYSTEM DISORDER 0.02% 
NERVOUSNESS 0.36% 
NEURAL TUBE DEFECT 0.00% 
NEURALGIA 0.27% 
NEURALGIC AMYOTROPHY 0.01% 
NEURITIC PLAQUES 0.00% 
NEURITIS 0.01% 
NEURITIS CRANIAL 0.00% 
NEURO-OPHTHALMOLOGICAL TEST 0.00% 
NEURODEGENERATIVE DISORDER 0.00% 
NEURODERMATITIS 0.00% 
NEURODEVELOPMENT TEST 0.00% 
NEUROENDOCRINE TUMOUR 0.00% 
NEUROGENIC BLADDER 0.00% 
NEUROGENIC BOWEL 0.00% 
NEUROLEPTIC MALIGNANT SYNDROME 0.00% 
NEUROLOGIC NEGLECT SYNDROME 0.00% 
NEUROLOGICAL COMPLICATION ASSOCIATED WITH DEVICE 0.00% 
NEUROLOGICAL DECOMPENSATION 0.00% 
NEUROLOGICAL EXAMINATION 0.03% 
NEUROLOGICAL EXAMINATION ABNORMAL 0.01% 
NEUROLOGICAL EXAMINATION NORMAL 0.02% 
NEUROLOGICAL INFECTION 0.00% 
NEUROLOGICAL PROCEDURAL COMPLICATION 0.00% 
NEUROLOGICAL SYMPTOM 0.08% 
NEUROMA 0.00% 
NEUROMUSCULAR PAIN 0.00% 
NEUROMYELITIS OPTICA SPECTRUM DISORDER 0.00% 
NEUROMYOPATHY 0.00% 
NEUROPATHIC MUSCULAR ATROPHY 0.00% 
NEUROPATHIC ULCER 0.00% 
NEUROPATHY PERIPHERAL 0.13% 
NEUROPSYCHIATRIC SYMPTOMS 0.00% 
NEUROPSYCHOLOGICAL TEST 0.00% 
NEUROSARCOIDOSIS 0.00% 
NEUROSENSORY HYPOACUSIS 0.00% 
NEUROSIS 0.00% 
NEUROSURGERY 0.00% 
NEUTROPENIA 
NEUTROPENIA NEONATAL 
NEUTROPENIC SEPSIS 
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Events Percent (of 
Reported 326,239) 
Lee BEER) COUNT 
NEUTROPHIL COUNT ABNORMAL 


0.02% 
0.00% 
NEUTROPHIL COUNT INCREASED 0.04% 
NEUTROPHIL FUNCTION TEST ABNORMAL 
NEUTROPHIL PERCENTAGE ABNORMAL 











M 
о 

















= 
° 
































0.03% 
0.02% 
0.00% 
0.01% 
0.00% 
0.00% 

NEUTROPHILIC DERMATOSIS 0.00% 

NICOTINE DEPENDENCE 0.00% 

NIGHTMARE 0.07% 

NIH STROKE SCALE ABNORMAL 0.00% 

NIH STROKE SCALE SCORE INCREASED 

NIKOLSKY'S SIGN 

NIPPLE ENLARGEMENT 

NIPPLE INFECTION 

NITRATE COMPOUND THERAPY 

NITRITE URINE ABSENT 

NO ADVERSE EVENT 

NODAL OSTEOARTHRITIS 

NODULAR RASH 

NON-ALCOHOLIC STEATOHEPATITIS 

NON-HIGH-DENSITY LIPOPROTEIN CHOLESTEROL 

NON-HODGKIN'S LYMPHOMA 

NON-NEUTRALISING ANTIBODIES NEGATIVE 


0.00% 
NEUTROPHIL TOXIC GRANULATION PRESENT 
NEUTROPHILIA 

0.00% 
NIPPLE DISORDER 
NOCTURNAL DYSPNOEA 
NODAL ARRHYTHMIA 
NON-PITTING OEDEMA 





о 
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pete) Le |] 526,239) 
Reported 326,239) 


0.00% 





NON-SMALL CELL LUNG CANCER STAGE IV 
NON-TOBACCO USER 


NONINFECTIVE CONJUNCTIVITIS 


0.00% 
0.00% 
0.01% 





NONINFECTIVE ENCEPHALITIS 
NONINFECTIVE GINGIVITIS 


0.01% 
0.00% 





NONINFECTIVE MYRINGITIS 
NONINFECTIVE SIALOADENITIS 


= 
со 


0.00% 
0.01% 





NONSPECIFIC REACTION 
NOREPINEPHRINE INCREASED 


NORMAL FOETUS 


0.00% 
0.00% 
0.00% 





NORMAL PRESSURE HYDROCEPHALUS 
NORMETANEPHRINE URINE INCREASED 


0.00% 
0.00% 





NORMOCHROMIC ANAEMIA 
NORMOCHROMIC NORMOCYTIC ANAEMIA 


0.00% 
0.00% 





NORMOCYTIC ANAEMIA 
NOROVIRUS TEST 


NOROVIRUS TEST POSITIVE 


N 
о 


0.00% 
0.00% 
0.01% 





NUCHAL RIGIDITY 
NUCLEATED RED CELLS 


= | + 
œ | = 


0.01% 


01% 





= 
` 


|| 


NUCLEIC ACID TEST 
NUMB CHIN SYNDROME 


NUTRITIONAL CONDITION ABNORMAL 


= 


0.01% 





NYSTAGMUS 


` 
= 





OBESITY 


= 
` 





OBESITY CARDIOMYOPATHY 
OBSESSIVE THOUGHTS 





OBSESSIVE-COMPULSIVE DISORDER 
OBSESSIVE-COMPULSIVE PERSONALITY DISORDER 


OBSTRUCTION 





OBSTRUCTION GASTRIC 
OBSTRUCTIVE AIRWAYS DISORDER 





OBSTRUCTIVE NEPHROPATHY 
OBSTRUCTIVE PANCREATITIS 





OBSTRUCTIVE SHOCK 
OBTURATOR NEUROPATHY 


OCCIPITAL NEURALGIA 





OCCULT BLOOD 
OCCULT BLOOD NEGATIVE 





OCCULT BLOOD POSITIVE 
OCCUPATIONAL EXPOSURE TO PRODUCT 





OCCUPATIONAL EXPOSURE TO SARS-COV-2 
OCCUPATIONAL THERAPY 


OCULAR DISCOMFORT 





OCULAR HYPERAEMIA 
OCULAR HYPERTENSION 





OCULAR ICTERUS 
OCULAR ISCHAEMIC SYNDROME 


OCULAR MYASTHENIA 





OCULAR ROSACEA 





OCULAR VASCULAR DISORDER 


https://wonder.cdc.gov/controller/datarequest/D8;jsessionid=7 DBAOF3A0305CB59E92A55AA8C77 





104/162 


6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
ant an 
Reported 326,239) 

OCULOFACIAL PARALYSIS 1 0.00% 
OEDEMA BLISTER 0.00% 
OEDEMA DUE TO CARDIAC DISEASE 
OEDEMA GENITAL 0.00% 
OEDEMA MUCOSAL 0.00% 
OESOPHAGEAL ACHALASIA 0.00% 
OESOPHAGEAL COMPRESSION 0.00% 
OESOPHAGEAL DILATION PROCEDURE 


0.00% 
OESOPHAGEAL DISCOMFORT 
OESOPHAGEAL DISORDER 

0.00% 


OESOPHAGEAL MOTILITY DISORDER 

OESOPHAGEAL PAIN 22 0.01% 
DEST 
OESOPHAGEAL SPASM 5 0.01% 
OESOPHAGEAL ULCER 0.00% 
OESOPHAGITIS 20 0.01% 
1-1. 
zl ош» 
OESOPHAGOGASTRODUODENOSCOPY ABNORMAL 16 0.00% 
OESOPHAGRAM 0.00% 
OESTRADIOL ABNORMAL 0.00% 
OESTROGEN THERAPY 0.00% 


408 0.13% 
OFFICE VISIT 27 0.01% 
1 ese 
OLIGOHYDRAMNIOS 1 


0.00% 
OLIGOMENORRHOEA 10 0.03% 


= ooo | 


OMENTAL INFARCTION 0.00% 
ОМЕМТЕСТОМУ 0.00% 
ОМ AND OFF РНЕМОМЕМОМ 


ONYCHALGIA 
ONYCHOCLASIS 






































1 
2 
5 
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x Em Е ЕВЕ [L 
Reported 326,239) 

OOCYTE HARVEST 0.00% 
OPHTHALMIC ARTERY THROMBOSIS 0.00% 
OPHTHALMIC HERPES SIMPLEX 0.00% 
OPHTHALMIC MIGRAINE 0.01% 
OPHTHALMOLOGICAL EXAMINATION 0.06% 
OPHTHALMOLOGICAL EXAMINATION NORMAL 0.01% 
OPHTHALMOPLEGIC MIGRAINE 0.00% 
OPISTHOTONUS 0.00% 
OPTIC DISC DISORDER 0.00% 
OPTIC NERVE DISORDER 8 


OPTIC NERVE INFARCTION 
OPTIC NERVE INJURY 


OPTIC NERVE SHEATH HAEMORRHAGE 
OPTIC NEUROPATHY 

OPTICAL COHERENCE TOMOGRAPHY ABNORMAL 
OPTOMETRIC THERAPY 

ORAL BLOOD BLISTER 

ORAL CONTUSION 

ORAL DISCOMFORT 

ORAL DYSAESTHESIA 

ORAL INFECTION 

ORAL LICHENOID REACTION 

ORAL MUCOSAL BLISTERING 


ORAL MUCOSAL DISCOLOURATION 
ORAL MUCOSAL ERUPTION 
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ere) (RTT s ТТ 
Reported 326,239) 

ORAL MUCOSAL ERYTHEMA 

ORAL MUCOSAL EXFOLIATION 


0.01% 
0.00% 
ORAL PAIN 0.09% 
ORAL РУКРУВА 
ORAL SURGERY 


0.10% 
0.00% 
0.00% 
0.00% 
0.00% 

ORBITAL SWELLING 0.00% 

ORCHIDOPEXY 

ORCHITIS NONINFECTIVE 

ORGANISING PNEUMONIA 

OROPHARYNGEAL BLISTERING 

OROPHARYNGEAL DISCOMFORT 


0.00% 
0.00% 
OROPHARYNGEAL OEDEMA 
OROPHARYNGEAL PAIN 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

OROPHARYNGEAL PLAQUE 

OROPHARYNGEAL STENOSIS 

ORTHOPNOEA 

ORTHOSTATIC HEART RATE RESPONSE INCREASED 

ORTHOSTATIC HYPERTENSION 

OSCILLOPSIA 

OSTEOARTHRITIS 

OSTEOCHONDROSIS 

OSTEONECROSIS 

OSTEOPATHIC TREATMENT 


OSTEOPOROSIS 
OSTEOSCLEROSIS 
OSTOMY BAG PLACEMENT 





m 























= 
Ul 





= 














№ 
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ant an 
Reported 326,239) 
OTIC EXAMINATION 2 0.00% 
OTITIS MEDIA 30 0.01% 
— 
OTOACOUSTIC EMISSIONS TEST 1 0.00% 
OTORRHOEA 0.01% 
000%] 
OTOSCOPY NORMAL 1 0.00% 
e 
OUT OF SPECIFICATION PRODUCT USE 12 0.00% 
OVARIAN CYST 
OVARIAN CYST RUPTURED 
OVARIAN DISORDER 


OVARIAN FAILURE 
OVARIAN MASS 
0.00% 


OVARIAN NECROSIS 

sl 00% 
OVERGROWTH FUNGAL 1 0.00% 
OVERSENSING 0.00% 
OVULATION DELAYED 0.00% 
OXYGEN CONSUMPTION 0.00% 
OXYGEN SATURATION 











~ 











~ 
о 








0.00% 
0.00% 











|| Alu 


= 
= 























2 
29 


1 
1 











0.00% 
OXYGEN SATURATION DECREASED 
OXYGEN SATURATION INCREASED 
m 
9 
PACEMAKER GENERATED RHYTHM 0.00% 
РАСКЕО RED BLOOD CELL TRANSFUSION 0.01% 
PAIN THRESHOLD DECREASED 


521 0.16% 
a 
692 0.21% 
OXYGEN THERAPY 4 0.02% 
PAGET-SCHROETTER SYNDROME 0.00% 
PAIN 49,933 15.31% 
PAIN IN EXTREMITY 31,823 9.75% 
PAIN MANAGEMENT 2 0.00% 
PAINFUL ERECTION 
PAINFUL RESPIRATION 





II 





N 
со 
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Events Percent (of 
Reported 326,239) 
PALATAL Вена 
PALATAL OEDEMA 


0.00% 
0.00% 
PALATAL ULCER 0.00% 
PALINDROMIC RHEUMATISM 
PALLOR 


0.00% 
0.00% 
0.00% 
0.93% 
0.00% 

PALPABLE PURPURA 0.00% 

PALPITATIONS 

PANCREATIC CARCINOMA 

PANCREATIC DISORDER 

PANCREATIC ENLARGEMENT 

PANCREATIC ENZYMES INCREASED 


1.9196 
0.00% 
РАМСКЕАТТС ENZYMES NORMAL 
PANCREATIC FAILURE 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

РАМСВЕАТТС INJURY 

PANCREATIC PSEUDOCYST 

PANCREATITIS CHRONIC 

PANCREATITIS NECROTISING 

PANCYTOPENIA 

PANIC DISORDER 

PANNICULITIS 

PANTOEA AGGLOMERANS TEST POSITIVE 

PAPILLOEDEMA 

PAPULE 


PARACENTESIS 
PARACENTESIS EYE 
PARADOXICAL PRESSOR RESPONSE 





= 
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[Reported || ||| 228239 || 
Reported 326,239) 
PARAESTHESIA 11,614 3.56% 
PARAESTHESIA EAR 12 0.00% 
PARAESTHESIA MUCOSAL 0.00% 
PARAESTHESIA ORAL 1.38% 
PARAGANGLION NEOPLASM 0.00% 
PARALYSIS 0.07% 
PARALYTIC LAGOPHTHALMOS 0.00% 
PARANASAL CYST 0.00% 
PARANASAL SINUS DISCOMFORT 0.12% 
PARANASAL SINUS HAEMORRHAGE 0.00% 
PARANASAL SINUS HYPERSECRETION 0.01% 
PARANASAL SINUS HYPOSECRETION 0.00% 
PARANASAL SINUS INFLAMMATION 0.01% 
PARANEOPLASTIC MYELOPATHY 0.00% 
PARANEOPLASTIC SYNDROME 0.00% 
PARANOIA 0.02% 
PARANOID PERSONALITY DISORDER 0.00% 
PARAPLEGIA 0.00% 
PARAPROTEINAEMIA 0.00% 
PARASITE BLOOD TEST 0.00% 
PARASITE DNA TEST 0.00% 
PARASITE STOOL TEST 0.00% 
PARASITE STOOL TEST NEGATIVE 0.00% 
PARASITE STOOL TEST POSITIVE 0.00% 
PARASITE URINE TEST NEGATIVE 0.00% 
PARASITIC BLOOD TEST NEGATIVE 0.00% 
PARASYSTOLE 0.00% 
PARAVALVULAR REGURGITATION 0.00% 
PARENT-CHILD PROBLEM 0.00% 
PARENTERAL NUTRITION 0.00% 
PARESIS 0.00% 
PARIETAL CELL ANTIBODY NORMAL 0.00% 
PARKINSON'S DISEASE 0.01% 
PARKINSON'S DISEASE PSYCHOSIS 0.00% 
PARKINSONISM 0.00% 
PARONYCHIA 0.00% 
PAROPHTHALMIA 0.00% 
PAROSMIA 0.14% 
PAROTID DUCT OBSTRUCTION 0.00% 
PAROTID GLAND ENLARGEMENT 0.01% 
PAROTIDECTOMY 0.00% 
PAROTITIS 0.00% 
PAROXYSMAL NOCTURNAL HAEMOGLOBINURIA 0.00% 
PAROXYSMAL SYMPATHETIC HYPERACTIVITY 0.00% 
PARTIAL SEIZURES 0.01% 
PARTIAL SEIZURES WITH SECONDARY GENERALISATION 0.00% 
PARVOVIRUS B19 TEST 0.00% 
PARVOVIRUS B19 TEST NEGATIVE 
PARVOVIRUS B19 TEST POSITIVE 
PASSIVE SMOKING 





| 


> 
сл 
= 
== | N 








Q | 





LA 
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оро 





N 
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= 
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~ 
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Symptoms | | 
|PARAESTHESIAMUCOSAL уу 
|PARANASALSINUS HAEMORRHAGE > | 
| PARANOID PERSONALITY DISORDER — — | 
PARASITE STOOL TEST o 
[PARENT-CHILD PROBLEM | (| 
[PARONYCHIA (0-04 
| PAROXYSMAL NOCTURNALHAEMOGLOBINURIA | | — | 


N = 
о a | OO | F | G) | C | = 


= 
о 
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ant een 
Reported 326,239) 

PAST-POINTING 1 0.00% 
[00% 
PATHOLOGY TEST 28 0.01% 
PATIENT ELOPEMENT 0.00% 
PATIENT RESTRAINT 0.00% 
PATIENT UNCOOPERATIVE 


0.00% 
СНИ 
РСО2 DECREASED 


22 0.01% 
РСО2 NORMAL 0.00% 
РЕАК EXPIRATORY FLOW ВАТЕ DECREASED 
PEAU D'ORANGE 
PECTUS EXCAVATUM 


PELVI-URETERIC OBSTRUCTION 
PELVIC ABSCESS 


PELVIC CONGESTION 
PELVIC FLUID COLLECTION 
PELVIC GIRDLE PAIN 


PELVIC HAEMORRHAGE 


0.00% 
PELVIC INFLAMMATORY DISEASE 0.00% 


[PELVIC MASS | || 0.0096 


PELVIC PAIN 138 0.04% 
PELVIC VENOUS THROMBOSIS 19 0.01% 
3 


PEMPHIGOID 2 0.01% 
PENILE BURNING SENSATION 0.00% 
PENILE ERYTHEMA 0.00% 
PENILE OEDEMA 0.00% 
PENILE RASH 0.00% 
PEPTIC ULCER 

PEPTOSTREPTOCOCCUS INFECTION 

PERFORATION 


0.00% 
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0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 




















7 
4 
8 
4 
3 
1 
2 
3 
6 
2 

















.0 
0.00% 
0.00% 

0 








0.00% 
0.01% 


0.00% 
0.00% 


6 
1 
2 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
=m 
Reported 326,239) 
PERFORMANCE STATUS DECREASED 1 0.00% 
PERFUSION BRAIN SCAN ABNORMAL 7 0.00% 
— 
PERIARTHRITIS 91 0.03% 
PERICARDIAL CYST 0.00% 
PERICARDIAL DRAINAGE TEST 1 0.00% 
онт 
PERICARDIAL EFFUSION 169 0.05% 
PERICARDIAL FIBROSIS 7 0.00% 
e 
PERICARDITIS CONSTRICTIVE 0.00% 
PERINEAL CYST 0.00% 
PERINEPHRIC OEDEMA 


0.00% 
PERIODIC LIMB MOVEMENT DISORDER 
PERIODONTAL DISEASE 


PERIODONTITIS 

PERIORBITAL CELLULITIS 

PERIORBITAL HAEMORRHAGE 

PERIORBITAL OEDEMA 59 0.02% 
= 
PERIORBITAL SWELLING 419 0.13% 
Ee 
a| 00% 
PERIPHERAL ARTERY ANGIOPLASTY 1 0.00% 
PERIPHERAL ARTERY OCCLUSION 16 0.00% 
E 
PERIPHERAL ARTERY THROMBOSIS 33 0.01% 
PERIPHERAL EMBOLISM 

PERIPHERAL MOTOR NEUROPATHY 

PERIPHERAL NERVE INJURY 


PERIPHERAL NERVE LESION 
PERIPHERAL NERVE OPERATION 














II 


2 
5 























0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 


























0.00% 


1 
23 0.01% 
SE 
0.00% 
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ПОНИ [ЕШ ИП 
Reported 326,239) 

0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
2.44% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 


PERIPHERAL NERVE PALSY 

PERIPHERAL PARALYSIS 

PERIPHERAL PULSE DECREASED 
PERIPHERAL SENSORIMOTOR NEUROPATHY 
PERIPHERAL SENSORY NEUROPATHY 
PERIPHERAL SWELLING 

PERIPHERAL T-CELL LYMPHOMA UNSPECIFIED 
PERIPHERAL VASCULAR DISORDER 
PERIPHERAL VEIN OCCLUSION 
PERIPHERAL VEIN STENOSIS 

PERIPHERAL VEIN THROMBUS EXTENSION 
PERIPHERAL VENOUS DISEASE 
PERIPORTAL OEDEMA 

PERIRECTAL ABSCESS 

PERITONEAL ADHESIONS 

PERITONEAL DISORDER 

PERITONEAL FLUID ANALYSIS ABNORMAL 
PERITONEAL LAVAGE 

PERITONITIS 

PERITONITIS BACTERIAL 

PERITONSILLAR ABSCESS 

PERIVASCULAR DERMATITIS 

PERNICIOUS ANAEMIA 

PERNIO-LIKE ERYTHEMA 

PERONEAL NERVE PALSY 

PERSEVERATION 

PERSISTENT POSTURAL-PERCEPTUAL DIZZINESS 
PERSONALITY CHANGE 

PERSONALITY DISORDER 

PERTUSSIS 

PETECHIAE 

PETIT MAL EPILEPSY 

PEYRONIE'S DISEASE 

PH BODY FLUID 

PH ве LÀ FLUID ABNORMAL 











= 
ul 

















= 





| 








о 
Ul 

















1 
304 
9 
5 


PH URINE нша ӘҢ НҺ ҢОООООЫОО 
РНАЕОСНКОМОСҮТОМА 
PHALEN'S TEST POSITIVE 
PHANTOM LIMB SYNDROME 
PHANTOM VIBRATION SYNDROME 
PHARYNGEAL ABSCESS 
PHARYNGEAL DISORDER 
PHARYNGEAL ENANTHEMA 
PHARYNGEAL ERYTHEMA 
PHARYNGEAL HAEMATOMA 
PHARYNGEAL HAEMORRHAGE 
PHARYNGEAL HYPOAESTHESIA 
PHARYNGEAL INFLAMMATION 
PHARYNGEAL MASS 
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Ee 
Reported 326,239) 

PHARYNGEAL OEDEMA 28 0.01% 
| _______ооњ 
PHARYNGEAL SWELLING 2,555 0.78% 
— 
PHARYNGITIS 58 0.02% 
PHARYNGITIS STREPTOCOCCAL 0.01% 
PHILADELPHIA CHROMOSOME POSITIVE 1 0.00% 


mee ООО ООО d zë 
PHLEBITIS 26 0.01% 
PHLEBITIS SUPERFICIAL 6 
PHLEBOLITH 1 0.00% 
PHOBIA 10 0.00% 
не 
PHOTOPHOBIA 919 0.28% 
PHOTOSENSITIVITY REACTION 120 0.04% 
PHYSICAL ASSAULT 


PHYSICAL BREAST EXAMINATION 
PHYSICAL BREAST EXAMINATION ABNORMAL 




















о 
LA со 
N |= ` 

















0.00% 
0.00% 





PHYSICAL BREAST EXAMINATION NORMAL 
PHYSICAL DECONDITIONING 0.00% 
— 


= 





PHYSICAL EXAMINATION ABNORMAL 12 0.00% 
PHYSICAL EXAMINATION OF JOINTS ABNORMAL 1 0.00% 
=== 
РНҮЅІОТНЕВАРҮ 19 0.01% 
о. 
DES 
PILOERECTION 7 0.02% 
PINGUECULA 0.00% 
PIRIFORMIS SYNDROME 0.00% 

PITUITARY HAEMORRHAGE 


0.00% 
PITUITARY TUMOUR BENIGN 0.00% 
PITYRIASIS LICHENOIDES ET VARIOLIFORMIS ACUTA 


0.00% 
PITYRIASIS ROSEA 76 0.02% 


PITYRIASIS RUBRA PILARIS 1 0.00% 
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[ mi LS, ве | 
Reported 326,239) 
PLACENTA ACCRETA 0.00% 
PLACENTAL CALCIFICATION 0.00% 
РЕАМТАВ ЕКУТНЕМА 

PLAQUE SHIFT 


0.00% 
PLASMA CELL MYELOMA RECURRENT 
PLASMAPHERESIS 











~ 


























= 





њ = 
~ | 

















0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
PLASMINOGEN 0.00% 
PLASMINOGEN ACTIVATOR INHIBITOR TYPE 1 DEFICIENCY 0.00% 
PLATELET AGGREGATION DECREASED 0.00% 
PLATELET COUNT 0.08% 
PLATELET COUNT INCREASED 

PLATELET COUNT NORMAL 

PLATELET DESTRUCTION INCREASED 

PLATELET FACTOR 4 

PLATELET FUNCTION TEST NORMAL 

PLATELET MORPHOLOGY ABNORMAL 

PLATELET RICH PLASMA THERAPY 

PLATELETPHERESIS 

PLEOMORPHIC ADENOMA 

PLEURAL EFFUSION 

PLEURAL RUB 

PLEURISY 

PLEURODESIS 

PLICATED TONGUE 


0.01% 
PLATELET COUNT DECREASED 
PLATELET TRANSFUSION 
PNEUMATOSIS 
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|________ бе LB, || ESSE [D 
Reported 326,239) 
PNEUMATOSIS INTESTINALIS 0.00% 
PNEUMOCOCCAL INFECTION 0.00% 
PNEUMOCYSTIS JIROVECII PNEUMONIA 0.00% 
PNEUMOMEDIASTINUM 0.00% 
PNEUMONIA BACTERIAL 0.01% 
PNEUMONIA KLEBSIELLA 

PNEUMONIA MYCOPLASMAL 

PNEUMONIA STAPHYLOCOCCAL 

PNEUMONITIS 

PNEUMONOLYSIS 


0.00% 
0.00% 
PNEUMOPERITONEUM 
PNEUMOTHORAX 


0.00% 
0.00% 
PNEUMOTHORAX SPONTANEOUS 
PO2 


0.00% 
0.00% 
0.01% 
02% 

0.00% 

PO2 INCREASED 

POEMS SYNDROME 

POLLAKIURIA 

POLYCHROMASIA 

POLYCYSTIC OVARIES 

POLYCYTHAEMIA VERA 

POLYHYDRAMNIOS 

POLYMERASE CHAIN REACTION 

POLYMYALGIA RHEUMATICA 


POLYMYOSITIS 
POLYNEUROPATHY 
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SE 
Reported 326,239) 

POLYP 4 0.00% 
эв 002% 
POOR FEEDING INFANT 3 0.00% 
d ass 
POOR QUALITY PRODUCT ADMINISTERED 1,615 0.50% 
POOR SUCKING REFLEX 0.00% 
POPLITEAL PULSE DECREASED 0.00% 
PORPHYRIA ACUTE 0.00% 
PORTAL HYPERTENSION 0.00% 
PORTAL VEIN DILATATION 
PORTAL VENOUS GAS 


0.00% 
0.01% 
0.00% 

POSITIVE END-EXPIRATORY PRESSURE 

POSITRON EMISSION TOMOGRAM 

POSITRON EMISSION TOMOGRAM ABNORMAL 











N 
` 
N 

















^ 





0.00% 





LA 
о 





KA 
° 


0.00% 
0.00% 





POSITRON EMISSION TOMOGRAM NORMAL 
POST CONCUSSION SYNDROME 0.00% 
E 





POST LUMBAR PUNCTURE SYNDROME 

POST PROCEDURAL DISCOMFORT 

POST PROCEDURAL INFECTION 

POST STROKE DEPRESSION 

POST VACCINATION SYNDROME 

E 

POST-ACUTE COVID-19 SYNDROME 166 0.05% 
i[ zë 
POST-TRAUMATIC NECK SYNDROME 4 0.00% 
и 
POST-TRAUMATIC STRESS DISORDER 10 0.00% 


POST-TUSSIVE VOMITING 
0.00% 
0.00% 


POSTERIOR CAPSULE ОРАСТЕТСАТТОМ 


POSTERIOR FOSSA DECOMPRESSION 
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0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 
































POSTERIOR REVERSIBLE ENCEPHALOPATHY SYNDROME 
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mmm [ ЫЕ ПІ 
Керогїеа 326,239) 

POSTHAEMORRHAGIC HYDROCEPHALUS 0.00% 
POSTICTAL STATE 0.01% 
POSTMENOPAUSE 0.00% 
POSTOPERATIVE THROMBOSIS 0.00% 
POSTPARTUM STATE 0.00% 
POSTPARTUM VENOUS THROMBOSIS 0.00% 
POSTURE ABNORMAL 0.05% 
POTASSIUM CHLORIDE SENSITIVITY TEST ABNORMAL 0.00% 
POTENTIATING DRUG INTERACTION 0.00% 
PRE-ECLAMPSIA 


PRE-EXISTING CONDITION IMPROVED 
PREALBUMIN 


PRECANCEROUS SKIN LESION 
PREGNANCY TEST 

PREGNANCY TEST POSITIVE 
PREGNANCY TEST URINE NEGATIVE 
PREGNANCY WITH ADVANCED MATERNAL AGE 
PREMATURE BABY DEATH 

PREMATURE LABOUR 

PREMATURE MENOPAUSE 
PREMENSTRUAL DYSPHORIC DISORDER 
PREMENSTRUAL SYNDROME 

PRENATAL SCREENING TEST ABNORMAL 


PRERENAL FAILURE 
PRESBYACUSIS 
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Events Percent (of 
Reported 326,239) 
в 0 
PRESCRIBED OVERDOSE 


0.00% 
PRESSURE OF SPEECH 


0.00% 
0.00% 
PRESYNCOPE 0.54% 
PRIAPISM 0.00% 
PRIMARY FAMILIAL BRAIN CALCIFICATION 0.00% 
PRIMIPAROUS 0.00% 
PRINZMETAL ANGINA 
PROCALCITONIN DECREASED 
PROCEDURAL ANXIETY 
PROCEDURAL PAIN 
PROCEDURE ABORTED 


0.00% 
0.02% 
PROCOAGULANT THERAPY 
PROCTALGIA 


0.00% 
0.02% 
0.01% 
0.00% 
0.00% 
01% 

0.00% 

PROCTITIS 

PRODUCT ADMINISTERED AT INAPPROPRIATE SITE 

PRODUCT ADMINISTRATION ERROR 

PRODUCT AVAILABILITY ISSUE 

PRODUCT COMPLAINT 

PRODUCT CONTAMINATION 

PRODUCT DELIVERY MECHANISM ISSUE 

PRODUCT DISPENSING ERROR 

PRODUCT DOSE OMISSION ISSUE 

PRODUCT INTOLERANCE 

PRODUCT LABEL ISSUE 


PRODUCT LEAKAGE 
PRODUCT LOT NUMBER ISSUE 
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[ ma Пе TL ESSE [D 
Reported 326,239) 
PRODUCT MONITORING ERROR 0.00% 
PRODUCT PACKAGING QUANTITY ISSUE 0.00% 
PRODUCT PREPARATION ERROR 

PRODUCT PRESCRIBING ERROR 


0.04% 
PRODUCT SELECTION ERROR 
PRODUCT STORAGE ERROR 





















































0.19% 
0.00% 
0.00% 
0.00% 
0.00% 
PRODUCT SUBSTITUTION 0.00% 
PRODUCT SUPPLY ISSUE 0.00% 
PRODUCT USE COMPLAINT 0.00% 
PRODUCT USE ISSUE 0.06% 
PROGESTERONE DECREASED 

PROGESTERONE NORMAL 

PROGRESSIVE BULBAR PALSY 

PROGRESSIVE MULTIFOCAL LEUKOENCEPHALOPATHY 

PROHORMONE BRAIN NATRIURETIC PEPTIDE INCREASED 

PROLONGED PREGNANCY 

PROPHYLAXIS 

PROSTATE CANCER METASTATIC 

PROSTATE EXAMINATION ABNORMAL 

PROSTATE TENDERNESS 

PROSTATIC OPERATION 

PROSTATIC SPECIFIC ANTIGEN 

PROSTATIC SPECIFIC ANTIGEN NORMAL 

PROSTATITIS 


0.52% 
PROGESTERONE 
PROSTATE CANCER 
PROSTATOMEGALY 
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|________ бе Е TL] ESSE [D 
Reported 326,239) 
PROSTHETIC CARDIAC VALVE THROMBOSIS 0.00% 
PROTEIN ALBUMIN RATIO NORMAL 0.00% 
PROTEIN С DECREASED 0.00% 
PROTEIN S 0.00% 
PROTEIN S NORMAL 0.00% 
PROTEIN TOTAL ABNORMAL 

PROTEIN TOTAL INCREASED 

PROTEIN URINE ABSENT 

PROTEINURIA 


0.01% 
0.00% 
0.02% 

PROTHROMBIN INDEX 

PROTHROMBIN LEVEL 

PROTHROMBIN LEVEL DECREASED 


0.01% 
0.05% 
0.00% 
0.01% 
0.02% 
01% 

0.00% 

PROTHROMBIN LEVEL INCREASED 

PROTHROMBIN TIME 

PROTHROMBIN TIME PROLONGED 

PROTHROMBIN TIME SHORTENED 

PRURIGO 

PSEUDOHERNIA 

PSEUDOLYMPHOMA 

PSEUDOMONAS INFECTION 

PSORIASIS 

PSYCHIATRIC EVALUATION 

PSYCHOGENIC MOVEMENT DISORDER 


PSYCHOGENIC SEIZURE 
PSYCHOLOGICAL TRAUMA 
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Kat 
Reported 326,239) 

1 0.00% 
0.02% 
0.00% 
0.00% 
0.00% 
0.02% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.06% 
0.00% 
0.51% 
0.01% 
0.02% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.00% 
0.00% 
0.02% 
0.00% 
0.03% 
0.00% 
0.06% 
0.07% 
0.00% 
0.00% 


PSYCHOMOTOR DISADAPTATION SYNDROME 
PSYCHOMOTOR HYPERACTIVITY 
PSYCHOMOTOR RETARDATION 
PSYCHOMOTOR SKILLS IMPAIRED 

PSYCHOTIC BEHAVIOUR 

PSYCHOTIC DISORDER 

PUBIC PAIN 

PUDENDAL CANAL SYNDROME 

PULMONARY AIR LEAKAGE 

PULMONARY ALVEOLAR HAEMORRHAGE 
PULMONARY AMYLOIDOSIS 

PULMONARY ARTERIAL HYPERTENSION 
PULMONARY ARTERIAL PRESSURE 
PULMONARY ARTERIAL PRESSURE ABNORMAL 
PULMONARY ARTERIAL PRESSURE INCREASED 
PULMONARY ARTERIOPATHY 

PULMONARY ARTERY COMPRESSION 
PULMONARY ARTERY DILATATION 
PULMONARY ARTERY OCCLUSION 
PULMONARY ARTERY THROMBOSIS 
PULMONARY ARTERY WALL HYPERTROPHY 
PULMONARY CALCIFICATION 

PULMONARY CONGESTION 

PULMONARY CONTUSION 

PULMONARY EMBOLISM 

PULMONARY FIBROSIS 

PULMONARY FUNCTION TEST 

PULMONARY FUNCTION TEST ABNORMAL 
PULMONARY FUNCTION TEST DECREASED 
PULMONARY FUNCTION TEST NORMAL 
PULMONARY GRANULOMA 

PULMONARY HAEMATOMA 

PULMONARY HAEMORRHAGE 

PULMONARY HILAR ENLARGEMENT 
PULMONARY HILUM MASS 

PULMONARY HYPERTENSION 

PULMONARY IMAGING PROCEDURE 
PULMONARY IMAGING PROCEDURE ABNORMAL 
PULMONARY IMAGING PROCEDURE NORMAL 
PULMONARY INFARCTION 

PULMONARY INTERSTITIAL EMPHYSEMA SYNDROME 
PULMONARY MASS 

PULMONARY NECROSIS 

PULMONARY OEDEMA 

PULMONARY PAIN 

PULMONARY PHYSICAL EXAMINATION 
PULMONARY PHYSICAL EXAMINATION NORMAL 
PULMONARY PNEUMATOCELE 

PULMONARY RESECTION 

PULMONARY SARCOIDOSIS 
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0.00% 
0.00% 
0.00% 
0.02% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
17.08% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
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6/15/2021 The Vaccine Adverse Event ~~~ COC System (VAERS) Results Form 
| Бимон [Exe | T 
Reported 326,239) 
PULMONARY SENSITISATION 
0.00% 
0.00% 
PULPITIS DENTAL 
PULSE ABSENT 0.05% 
0.00% 
PULSELESS ELECTRICAL ACTIVITY 0.03% 
PUNCTURE SITE HAEMORRHAGE 
0.00% 
PUPILLARY LIGHT REFLEX TESTS 0.00% 
PUPILLARY REFLEX IMPAIRED 
PURPURA NON-THROMBOCYTOPENIC 
PURULENT DISCHARGE 
PYELONEPHRITIS ACUTE 
PYODERMA GANGRENOSUM 
QUADRANTANOPIA 
QUALITY OF LIFE DECREASED 
RADIAL NERVE COMPRESSION 
RADIAL NERVE PALSY 


0.00% 
PULMONARY VASCULAR DISORDER 
0.00% 
PULSE PRESSURE DECREASED 0.00% 
0.00% 
PUPIL DILATION PROCEDURE 
0.01% 
PUPILS UNEQUAL 
PYELITIS 
PYURIA 
QUANTITATIVE SUDOMOTOR AXON REFLEX TEST 
RADIAL PULSE 


0.08% 
PULMONARY VENOUS HYPERTENSION 
PULMONARY VENOUS THROMBOSIS 

0.00% 
PULSE PRESSURE INCREASED 0.00% 
PULSE WAVEFORM 

0.00% 
PUPIL FIXED 
PUPILLARY DISORDER 0.00% 
PURPURA 
PYELOCALIECTASIS 
PYELONEPHRITIS 
QRS AXIS 
QRS AXIS ABNORMAL 
QUARANTINE 
RADIAL HEAD DISLOCATION 
RADIAL PULSE ABNORMAL 
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6/15/2021 The Vaccine Adverse Event ~~ COC System (VAERS) Results Form 
meme | Е 
Reported 326,239) 

RADIAL PULSE DECREASED 0.00% 
RADICULAR PAIN 0.00% 
RADICULOPATHY 0.00% 
RADIOLOGICALLY ISOLATED SYNDROME 0.00% 
RADIUS FRACTURE 0.00% 
RAPID ALTERNATING MOVEMENT TEST ABNORMAL 0.00% 
RAPID EYE MOVEMENTS SLEEP ABNORMAL 0.00% 


RASH MACULAR 0.72% 
RASH MACULOVESICULAR 0.00% 
RASH NEONATAL 


RASH PAPULAR 
RASH PAPULOSQUAMOUS 


RASH PRURITIC 

RASH SCARLATINIFORM 
REACTION TO EXCIPIENT 
REACTION TO PRESERVATIVES 
REACTIVE AIRWAYS DYSFUNCTION SYNDROME 
REBOUND EFFECT 

RECTAL DISCHARGE 

RECTAL EXAMINATION ABNORMAL 
RECTAL HAEMORRHAGE 

RECTAL LESION 

RECTAL SPASM 


RECTAL TENESMUS 
RECTOSIGMOID CANCER 
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ia =a 
Reported 326,239) 

1 0.00% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.06% 
0.01% 
0.05% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.02% 
0.00% 
0.00% 
0.00% 
0.00% 
0.07% 
0.00% 
0.00% 
0.10% 
0.09% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.00% 
0.03% 
0.05% 
0.00% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.02% 


RECURRENT SUBAREOLAR BREAST ABSCESS 

RED BLOOD CELL ABNORMALITY 

RED BLOOD CELL ANALYSIS 

RED BLOOD CELL ANALYSIS ABNORMAL 

RED BLOOD CELL ANISOCYTES PRESENT 

RED BLOOD CELL BURR CELLS PRESENT 

RED BLOOD CELL COUNT 

RED BLOOD CELL COUNT ABNORMAL 

RED BLOOD CELL COUNT DECREASED 

RED BLOOD CELL COUNT INCREASED 

RED BLOOD CELL COUNT NORMAL 

RED BLOOD CELL ELLIPTOCYTES PRESENT 

RED BLOOD CELL ENZYMES ABNORMAL 

RED BLOOD CELL MICROCYTES 

RED BLOOD CELL MORPHOLOGY 

RED BLOOD CELL MORPHOLOGY ABNORMAL 

RED BLOOD CELL MORPHOLOGY NORMAL 

RED BLOOD CELL NUCLEATED MORPHOLOGY 

RED BLOOD CELL NUCLEATED MORPHOLOGY PRESENT 
RED BLOOD CELL POIKILOCYTES PRESENT 

RED BLOOD CELL SCHISTOCYTES 

RED BLOOD CELL SCHISTOCYTES PRESENT 

RED BLOOD CELL SEDIMENTATION RATE 

RED BLOOD CELL SEDIMENTATION RATE ABNORMAL 
RED BLOOD CELL SEDIMENTATION RATE DECREASED 
RED BLOOD CELL SEDIMENTATION RATE INCREASED 
RED BLOOD CELL SEDIMENTATION RATE NORMAL 
RED BLOOD CELL SPHEROCYTES PRESENT 

RED BLOOD CELLS URINE 

RED BLOOD CELLS URINE NEGATIVE 

RED BLOOD CELLS URINE POSITIVE 

RED CELL DISTRIBUTION WIDTH 

RED CELL DISTRIBUTION WIDTH DECREASED 

RED CELL DISTRIBUTION WIDTH INCREASED 

RED CELL DISTRIBUTION WIDTH NORMAL 

RED EAR SYNDROME 

REDUCED FACIAL EXPRESSION 

REDUCTION OF INCREASED INTRACRANIAL PRESSURE 
REFLEX TEST 

REFLEX TEST ABNORMAL 

REFLEX TEST NORMAL 

REFLEXES ABNORMAL 

REFLUX GASTRITIS 

REFLUX LARYNGITIS 

REFRACTORY CYTOPENIA WITH UNILINEAGE DYSPLASIA 
REFUSAL OF EXAMINATION 

REFUSAL OF TREATMENT BY PATIENT 

REFUSAL OF TREATMENT BY RELATIVE 

REFUSAL OF VACCINATION 

REGURGITATION 
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|______ визе LST 
Reported 326,239) 

0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.01% 
0.00% 
0.00% 
0.05% 
0.02% 
0.00% 
0.02% 
0.00% 
0.00% 


REHABILITATION THERAPY 
RELAPSING MULTIPLE SCLEROSIS 
RENAL APLASIA 

RENAL ARTERY ARTERIOSCLEROSIS 
RENAL ARTERY STENOSIS 

RENAL ARTERY THROMBOSIS 
RENAL ATROPHY 

RENAL CANCER 

RENAL а; CARCINOMA 














RENAL NM 
RENAL CYST HAEMORRHAGE 


RENAL DISORDER 

RENAL EMBOLISM 

RENAL FUNCTION TEST ABNORMAL 
RENAL FUSION ANOMALY 

RENAL IMPAIRMENT 


RENAL INFARCT 
RENAL INJURY 


RENAL MASS 

RENAL NEOPLASM 

RENAL SCAN 

RENAL TRANSPLANT 

RENAL TUBULAR DISORDER 
RENAL VASCULAR THROMBOSIS 
RENAL VEIN THROMBOSIS 
REPETITIVE SPEECH 
RESPIRATORY ALKALOSIS 
RESPIRATORY DEPRESSION 
RESPIRATORY DISORDER NEONATAL 


RESPIRATORY DISTRESS 
RESPIRATORY FAILURE 
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=m 
Reported 326,239) 

RESPIRATORY FATIGUE 1 0.00% 
| ооо» 
RESPIRATORY ВАТЕ 0.03% 
RESPIRATORY RATE INCREASED 2 0.09% 
RESPIRATORY SYMPTOM 5 0.02% 
RESPIRATORY SYNCYTIAL VIRUS TEST POSITIVE 3 0.00% 
i ss 
RESPIRATORY TRACT CONGESTION 1,145 0.35% 
RESPIRATORY TRACT INFECTION 23 0.01% 
— 
m| 001 
RESPIRATORY TRACT OEDEMA 13 0.00% 
RESPIROVIRUS TEST 0.00% 
RESTING TREMOR 


RESTLESS ARM SYNDROME 
RESTLESS LEGS SYNDROME 


RESTLESSNESS 0.17% 
RESTRICTIVE PULMONARY DISEASE 0.00% 
d zë 
RETAINED PLACENTA OR MEMBRANES 1 0.00% 
RETCHING 943 0.29% 
RETICULAR CELL COUNT 0.00% 
RETICULOCYTE COUNT INCREASED 0.00% 
RETICULOCYTE PERCENTAGE INCREASED 0.00% 
RETINAL ARTERY OCCLUSION 54 0.02% 
d zë 
RETINAL DETACHMENT 22 0.01% 
e 
RETINAL EXUDATES 3 0.00% 
oo 
RETINAL HAEMORRHAGE 


RETINAL INFARCTION 
RETINAL ISCHAEMIA 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
=. =r П 
Reported 326,239) 
RETINAL MIGRAINE 20 0.0196 
| ооо» 
RETINAL PIGMENT EPITHELIOPATHY 1 0.00% 
— 
RETINAL VASCULAR OCCLUSION 0.00% 
RETINAL VASCULITIS 0.00% 
RETINITIS 0.00% 
RETINOGRAM 0.00% 
RETINOGRAM NORMAL 


RETINOPATHY 
RETINOPEXY 


RETINOSCOPY 

RETROPERITONEAL HAEMATOMA 

RETROPERITONEAL OEDEMA 

REVERSED HOT-COLD SENSATION 

REVERSIBLE CEREBRAL VASOCONSTRICTION SYNDROME 


REYNOLD'S SYNDROME 

RHESUS ANTIBODIES POSITIVE 

RHESUS ANTIGEN POSITIVE 0.00% 
RHEUMATIC FEVER 0.00% 
s| 0.03%| 
RHEUMATOID FACTOR DECREASED 3 0.00% 
RHEUMATOID FACTOR NEGATIVE 83 0.03% 
= 
RHEUMATOID FACTOR QUANTITATIVE 1 0.00% 
a 605% 
RHINITIS 24 0.01% 
=== 
RHINITIS PERENNIAL 1 0.00% 
EE 
RHINORRHOEA 


RHINOSCOPY 
RHINOVIRUS INFECTION 


























0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 


0.00% 
100 0.03% 


0.00% 
0.00% 
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1 
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1 
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1 
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юе Le JESS [I 
Reported 326,239) 
RHONCHI 0.00% 
RIB EXCISION 0.00% 
RICKETTSIOSIS 0.00% 
RIGHT ATRIAL ENLARGEMENT 0.00% 
RIGHT VENTRICULAR DIASTOLIC COLLAPSE 0.00% 
RIGHT VENTRICULAR DYSFUNCTION 

RIGHT VENTRICULAR ENLARGEMENT 

RIGHT VENTRICULAR HYPERTROPHY 

RIGHT VENTRICULAR SYSTOLIC PRESSURE DECREASED 

RISK OF FUTURE PREGNANCY MISCARRIAGE 


0.01% 
0.00% 
ROAD TRAFFIC ACCIDENT 
ROBUST TAKE FOLLOWING EXPOSURE TO VACCINIA VIRUS 


0.00% 
0.00% 
ROCKY MOUNTAIN SPOTTED FEVER 
ROMBERG TEST POSITIVE 


0.00% 
0.00% 
0.00% 
0.00% 

ROTATOR CUFF SYNDROME 

ROTAVIRUS TEST NEGATIVE 

RUBELLA 


0.00% 
RUPTURED ECTOPIC PREGNANCY 
RUSSELL'S VIPER VENOM TIME ABNORMAL 
SACCADIC EYE MOVEMENT 
SALINE INFUSION SONOGRAM 
SALIVA ANALYSIS 
SALIVARY GLAND DISORDER 


SALIVARY GLAND ENLARGEMENT 
SALIVARY GLAND MASS 
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— om el [T 
Reported 326,239) 

0.00% 
0.00% 
0.00% 
0.04% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.00% 


SALIVARY GLAND MUCOCOELE 
SALIVARY GLAND NEOPLASM 
SALIVARY GLAND PAIN 
SALIVARY HYPERSECRETION 
SALMONELLA TEST NEGATIVE 
SALMONELLA TEST POSITIVE 
SALPINGECTOMY 
SALPINGITIS 
SALPINGO-OOPHORECTOMY 
SALT CRAVING 

SALT INTOXICATION 
SARCOIDOSIS 

SARS-COV-1 TEST 
SARS-COV-1 TEST NEGATIVE 
SARS-COV-1 TEST POSITIVE 
SARS-COV-2 ANTIBODY TEST 0.16% 


SARS-COV-2 ANTIBODY TEST POSITIVE 0.05% 
SARS-COV-2 RNA INCREASED 0.00% 
SARS-COV-2 SEPSIS 


SARS-COV-2 TEST 
SARS-COV-2 TEST FALSE NEGATIVE 


SARS-COV-2 TEST FALSE POSITIVE 
SARS-COV-2 TEST POSITIVE 


SCALLOPED TONGUE 


SCAN 

SCAN ABNORMAL 

SCAN BONE MARROW NORMAL 

SCAN MYOCARDIAL PERFUSION 

SCAN MYOCARDIAL PERFUSION NORMAL 
SCAN SPLEEN 

SCAN WITH CONTRAST ABNORMAL 

SCAR 


SCAR INFLAMMATION 
SCAR PAIN 
SCEDOSPORIUM INFECTION 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
Cam 
Reported 
SCHISTOCYTOSIS 
SCHIZOAFFECTIVE DISORDER 
SCIATIC NERVE NEUROPATHY 
SCINTILLATING SCOTOMA 
SCLERAL HAEMORRHAGE 
SCLERITIS 
SCLERODERMA 


SCOLIOSIS 
SCRATCH 


SCREAMING 
SCROTAL DERMATITIS 
SCROTAL DISORDER 


SCROTAL EXPLORATION 

SCROTAL OEDEMA 0.00% 
SCROTAL SWELLING 0.00% 
SE 
SEBORRHOEA 0.00% 
SEBORRHOEIC KERATOSIS 0.00% 
SECONDARY PROGRESSIVE MULTIPLE SCLEROSIS 

| 


0.00% 
0.04% 


Percent (of 
326,239) 
0.00% 
0.00% 


0.00% 
0.00% 
0.04% 


0.00% 
0.00% 


0.00% 
0.00% 
0.00% 
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~ | ~ |] Ope 


^ 
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0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 


























37 
65 
17 


SEDATIVE THERAPY 0.0196 
SEIZURE 2,175 0.67% 





4 0.00% 
228 0.07% 
0.00% 


0.00% 


.0 
0.00% 
0.00% 

0 





SEIZURE CLUSTER 

SEIZURE PROPHYLAXIS 

SELF-INJURIOUS IDEATION 

SEMEN DISCOLOURATION 0.00% 
SENSATION OF BLOOD FLOW 13 0.00% 
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6/15/2021 The Vaccine Adverse Event ~~ COC System (VAERS) Results Form 
те Rte | eT 
Reported 326,239) 

SENSE OF OPPRESSION 0.00% 
0.00% 
0.00% 

SENSORY DISTURBANCE 

SENSORY LEVEL ABNORMAL 0.00% 
0.11% 

SEPTIC EMBOLUS 0.00% 

SEPTIC PULMONARY EMBOLISM 
0.00% 

SEROLOGY ABNORMAL 0.00% 

SEROLOGY NORMAL 

SEROLOGY TEST 

SEROMA DRAINAGE 

SEROTONIN SYNDROME 

SERUM FERRITIN INCREASED 

SERUM SEROTONIN 

SEXUAL DYSFUNCTION 

SEXUALLY TRANSMITTED DISEASE TEST 

SHOCK HYPOGLYCAEMIC 

SHORTENED CERVIX 

SHOULDER ARTHROPLASTY 


0.00% 
SENSITIVITY TO WEATHER CHANGE 
SENSORIMOTOR DISORDER 

0.1396 
SENSORY PROCESSING DISORDER 0.00% 
SEPSIS 

0.00% 
SEPTUM PELLUCIDUM AGENESIS 
SEROCONVERSION TEST 0.00% 
SEROMA 
SERUM FERRITIN ABNORMAL 
SERUM FERRITIN DECREASED 
SEVERE ACUTE RESPIRATORY SYNDROME 
SEX HORMONE BINDING GLOBULIN 
SHOCK 
SHOCK HAEMORRHAGIC 
SHOULDER DEFORMITY 
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KR 
Reported 326,239) 

105 0.03% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.02% 
0.13% 
0.05% 
0.06% 
0.00% 
0.03% 
0.07% 


SHOULDER INJURY RELATED TO VACCINE ADMINISTRATION 
SHOULDER OPERATION 

SIALOADENITIS 

SICK RELATIVE 

SICKLE CELL ANAEMIA WITH CRISIS 

SICKLE CELL DISEASE 

SIGHT DISABILITY 

SIGMOIDOSCOPY 

SIGMOIDOSCOPY ABNORMAL 

SIGMOIDOSCOPY NORMAL 

SILENT MYOCARDIAL INFARCTION 

SIMILAR REACTION ON PREVIOUS EXPOSURE TO DRUG 

SIMPLE PARTIAL SEIZURES 

SINGLE COMPONENT OF A TWO-COMPONENT PRODUCT ADMINISTERED 
SINGLE PHOTON EMISSION COMPUTERISED TOMOGRAM 

SINGLE PHOTON EMISSION COMPUTERISED TOMOGRAM NORMAL 
SINGLE UMBILICAL ARTERY 

SINONASAL OBSTRUCTION 

SINUS ARREST 

SINUS ARRHYTHMIA 

SINUS BRADYCARDIA 

SINUS CONGESTION 

SINUS DISORDER 

SINUS HEADACHE 

SINUS NODE DYSFUNCTION 

SINUS OPERATION 

SINUS PAIN 

SINUS RHYTHM 0.02% 
SINUS TACHYCARDIA 0.08% 
SINUSITIS 0.09% 
SINUSITIS BACTERIAL 0.00% 
SITTING DISABILITY 0.00% 
SJOGREN'S SYNDROME 0.00% 
SKELETAL INJURY 0.00% 
SKIN ABRASION 0.04% 
SKIN ATROPHY 0.00% 
SKIN BACTERIAL INFECTION 0.00% 
SKIN BURNING SENSATION 0.24% 
SKIN CANCER 0.00% 
SKIN CANDIDA 0.00% 
SKIN COSMETIC PROCEDURE 0.00% 
SKIN CULTURE 0.00% 
SKIN CULTURE POSITIVE 0.00% 
SKIN DEPIGMENTATION 0.00% 
SKIN DISCHARGE 0.00% 
SKIN DISCOLOURATION 0.32% 
SKIN DISCOMFORT 0.01% 
SKIN DISORDER 

SKIN EROSION 

SKIN EXFOLIATION 
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Symptoms | 
160 
190 











https://wonder.cdc.gov/controller/datarequest/D8;jsessionid=7 DBAOF3A0305CB59E92A55AA8C77 133/162 
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ZU 
Reported 326,239) 

SKIN FISSURES 11 0.00% 
m| 0.0% 
SKIN HYPERPIGMENTATION 29 0.01% 
— 
SKIN HYPOPIGMENTATION 3 0.00% 
SKIN INDENTATION 0.00% 
a ooa 
SKIN INJURY 11 0.00% 
SKIN LACERATION 167 0.05% 
SKIN LESION 332 

| 


0.10% 
0.00% 
SKIN LESION ВЕМОМАЕ 1 


SKIN MACERATION 0.00% 
SKIN NECROSIS 7 0.00% 
SKIN OEDEMA 


SKIN OPERATION 
SKIN PAPILLOMA 











= 
o 





























SKIN PLAQUE 0.00% 
SKIN SENSITISATION 102 0.03% 


SKIN TEMPERATURE 1 0.00% 








SKIN TEST 29 
SKIN TEST NEGATIVE 11 
SKIN TEST POSITIVE 11 


0.01% 

0.00% 
SKIN TEXTURE ABNORMAL 27 0.01% 
ass 
SKIN ULCER 42 0.01% 
SKIN WARM 5,942 1.82% 
м 
SKIN WOUND 7 0.00% 
0| 0 
SKULL X-RAY 12 0.00% 
SKULL X-RAY ABNORMAL 3 
SLEEP APNOEA SYNDROME 19 0.01% 
пазе 
SLEEP DEFICIT 23 0.01% 
SLEEP DISORDER 4,310 1.32% 


SLEEP DISORDER DUE TO A GENERAL MEDICAL CONDITION 
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— Emme] — Еж. III zz II 
Reported 326,239) 

SLEEP DISORDER DUE TO GENERAL MEDICAL CONDITION, INSOMNIA TYPE 0.00% 
SLEEP STUDY NORMAL 0.00% 
SLEEP TERROR 0.01% 
SLIT-LAMP EXAMINATION 0.00% 
SLOW SPEECH 0.03% 
SMALL AIRWAYS DISEASE 

SMALL FIBRE NEUROPATHY 

SMALL INTESTINAL OBSTRUCTION 

SMALL INTESTINAL RESECTION 

SMEAR CERVIX 


0.00% 
0.00% 
SMEAR CERVIX ABNORMAL 
SMEAR CERVIX NORMAL 


0.01% 
0.00% 
0.00% 
0.01% 
0.00% 
0.00% 

SMEAR SITE UNSPECIFIED NORMAL 

SMEAR VAGINA 

SMOOTH MUSCLE ANTIBODY 

SMOOTH MUSCLE ANTIBODY POSITIVE 

SNORING 


0.00% 
SOCIAL AVOIDANT BEHAVIOUR 
SOFT TISSUE DISORDER 
SOFT TISSUE INFECTION 
SOFT TISSUE SWELLING 
SOLILOQUY 
SOMATOTROPIN STIMULATION TEST 


SOMNAMBULISM 
SOMNOLENCE 
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6/15/2021 The Vaccine Adverse Event о System (VAERS) Results Form 
mone) ШИП 
Reported 326,239) 
SPECIALIST CONSULTATION 
0.00% 
0.00% 
SPECIFIC GRAVITY URINE DECREASED 
SPECIFIC GRAVITY URINE NORMAL 0.01% 
0.00% 
SPHEROCYTIC ANAEMIA 0.00% 
SPINAL ARTERY THROMBOSIS 
0.01% 
SPINAL CORD DISORDER 01% 
SPINAL CORD HAEMORRHAGE 
SPINAL CORD INJURY CERVICAL 
SPINAL CORD LIPOMA 
SPINAL EPIDURAL HAEMATOMA 
SPINAL FRACTURE 
SPINAL MYELOGRAM NORMAL 
SPINAL OPERATION 
SPINAL STROKE 
SPINAL SUBDURAL HAEMATOMA 


0.01% 
SPECIFIC GRAVITY BODY FLUID NORMAL 

0.00% 
SPEECH DISORDER DEVELOPMENTAL 0.00% 

0.00% 
SPINAL COMPRESSION FRACTURE 

0.00% 
SPINAL CORD INFARCTION 
SPINAL CORD OEDEMA 
SPINAL X-RAY 


0.00% 
SPECIFIC GRAVITY URINE 
SPECIFIC GRAVITY URINE ABNORMAL 

0.00% 
SPEECH REHABILITATION 0.00% 
SPEECH SOUND DISORDER 

0.00% 
SPINAL CORD ABSCESS 
SPINAL CORD COMPRESSION 0.00% 
SPINAL CORD INJURY 
SPINAL DEFORMITY 
SPINAL DISORDER 
SPINAL LAMINECTOMY 
SPINAL MYELOGRAM 
SPINAL RETROLISTHESIS 
SPINAL STENOSIS 
SPINAL X-RAY ABNORMAL 





о 
со 





~ 
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Somes) [ЕБ [T 
Reported 326,239) 

0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 


SPINAL X-RAY NORMAL 
SPIROCHAETAL INFECTION 
SPIROMETRY 

SPIROMETRY ABNORMAL 
SPIROMETRY NORMAL 

SPLEEN DISORDER 

SPLEEN SCAN NORMAL 
SPLENECTOMY 

SPLENIC ARTERY ANEURYSM 
SPLENIC ARTERY EMBOLISATION 
SPLENIC ARTERY STENOSIS 
SPLENIC ARTERY THROMBOSIS 
SPLENIC CALCIFICATION 
SPLENIC GRANULOMA 

SPLENIC HAEMORRHAGE 
SPLENIC INFARCTION 

SPLENIC INJURY 

SPLENIC LESION 

SPLENIC RUPTURE 

SPLENIC THROMBOSIS 

SPLENIC VARICES 

SPLENIC VEIN OCCLUSION 
SPLENIC VEIN THROMBOSIS 
SPLENOMEGALY 

SPLINT APPLICATION 

SPLINTER 

SPLINTER HAEMORRHAGES 
SPONDYLITIS 
SPONDYLOARTHROPATHY 
SPONDYLOLISTHESIS 
SPONTANEOUS EJACULATION 
SPONTANEOUS HAEMORRHAGE 
SPONTANEOUS INTRAHEPATIC PORTOSYSTEMIC VENOUS SHUNT 
SPONTANEOUS PENILE ERECTION 
SPORTS INJURY 

SPUTUM ABNORMAL 

SPUTUM CULTURE 

SPUTUM CULTURE POSITIVE 
SPUTUM DISCOLOURED 

SPUTUM INCREASED 

SPUTUM NORMAL 

SPUTUM PURULENT 

SPUTUM TEST 

SQUAMOUS CELL CARCINOMA 
SQUAMOUS CELL CARCINOMA OF LUNG 
SQUAMOUS CELL CARCINOMA OF SKIN 
STAPHYLOCOCCAL BACTERAEMIA 
STAPHYLOCOCCAL INFECTION 
STAPHYLOCOCCAL SEPSIS 
STAPHYLOCOCCUS TEST 
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mone) (ж, Te ТІ 
Reported 326,239) 

STAPHYLOCOCCUS TEST NEGATIVE 0.01% 
STARVATION 0.00% 
STATUS EPILEPTICUS 0.01% 
STEATOHEPATITIS 0.00% 
STEM CELL TRANSPLANT 0.00% 
STENOTROPHOMONAS INFECTION 0.00% 
STERNAL FRACTURE 0.00% 
STEROID THERAPY 0.01% 
STICKY SKIN 0.00% 
STIFF PERSON SYNDROME 


STIFF SKIN SYNDROME 
STIFF TONGUE 


STILL'S DISEASE 

STOMA SITE HAEMORRHAGE 
STOMA SITE RASH 
STOMATITIS 

STOOL ANALYSIS 

STOOL DNA TEST 
STRANGULATED HERNIA 
STREPTOBACILLUS INFECTION 
STREPTOCOCCAL SEPSIS 
STREPTOCOCCUS TEST 
STREPTOCOCCUS TEST POSITIVE 


STRESS 
STRESS AT WORK 
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— Emi [Е 526,239) 
Reported 326,239) 


0.01% 





STRESS CARDIOMYOPATHY 
STRESS ECHOCARDIOGRAM 


STRESS ECHOCARDIOGRAM ABNORMAL 


eg 


0.00% 
0.00% 
0.00% 





STRESS ECHOCARDIOGRAM NORMAL 
STRESS FRACTURE 


0.00% 
0.00% 





STRESS URINARY INCONTINENCE 
STRIDOR 


Кә] 


0.03% 
0.00% 





STROKE IN EVOLUTION 
STROKE-LIKE MIGRAINE ATTACKS AFTER RADIATION THERAPY 


0.00% 
0.00% 
0.00% 





SUBACUTE INFLAMMATORY DEMYELINATING POLYNEUROPATHY 
SUBARACHNOID HAEMORRHAGE 


0.02% 
0.00% 





SUBCAPSULAR RENAL НАЕМАТОМА 
SUBCAPSULAR SPLENIC HAEMATOMA 


0.00% 
0.00% 





SUBCHORIONIC HAEMATOMA 
SUBCHORIONIC HAEMORRHAGE 


SUBCLAVIAN ARTERY OCCLUSION 


0.00% 
0.00% 
0.00% 





SUBCLAVIAN ARTERY STENOSIS 
SUBCLAVIAN ARTERY THROMBOSIS 


0.00% 
0.00% 





SUBCLAVIAN VEIN OCCLUSION 
SUBCLAVIAN VEIN STENOSIS 


SUBCLAVIAN VEIN THROMBOSIS 


~ 
о 


0.00% 





SUBCUTANEOUS АВ5СЕ55 





SUBCUTANEOUS DRUG ABSORPTION IMPAIRED 





SUBCUTANEOUS EMPHYSEMA 
SUBCUTANEOUS HAEMATOMA 


о 





SUBDURAL НАЕМАТОМА 
SUBDURAL НАЕМАТОМА EVACUATION 


SUBDURAL HAEMORRHAGE 





SUBDURAL HYGROMA 
SUBMAXILLARY GLAND ENLARGEMENT 





SUBPERIOSTEAL ABSCESS 
SUBRETINAL FLUID 





SUBSTANCE ABUSE 
SUBSTANCE USE 


SUBSTANCE USE DISORDER 





SUBSTANCE-INDUCED PSYCHOTIC DISORDER 
SUDDEN CARDIAC DEATH 





SUDDEN DEATH 
SUDDEN HEARING LOSS 





SUDDEN ONSET OF SLEEP 
SUDDEN VISUAL LOSS 


SUFFOCATION FEELING 





SUICIDAL IDEATION 
SUICIDE ATTEMPT 





SULPHUR DIOXIDE TEST 
SUNBURN 


SUNCT SYNDROME 





SUNSCREEN SENSITIVITY 





SUPERFICIAL INJURY OF EYE 
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ERS) Results Form 


Events 
Reported 


10 


Percent (of 
326,239) 


0.00% 





SUPERFICIAL VEIN PROMINENCE 
SUPERINFECTION 


SUPERIOR MESENTERIC ARTERY SYNDROME 


2 


27 


0.00% 


d о» 





SUPERIOR SAGITTAL SINUS THROMBOSIS 
SUPERNUMERARY RIB 


1 
1 


0.01% 
0.00% 


0.00% 





SUPEROVULATION 
SUPINE POSITION 


0.00% 
0.00% 





SUPPORTIVE CARE 
SUPPRESSED LACTATION 


SUPRAPUBIC PAIN 


31 


0.01% 





SUPRAVENTRICULAR EXTRASYSTOLES 
SUPRAVENTRICULAR TACHYCARDIA 


48 
174 
128 


0.01% 
0.05% 


0.04% 





SURGERY 
SURGICAL PROCEDURE REPEATED 


5 


0.00% 





SURGICAL STAPLING 
SUSAC'S SYNDROME 


SUSPECTED COVID-19 


1 
1 


0.00% 
0.00% 


222 0.07% 


0.00% 





SUSPECTED PRODUCT CONTAMINATION 
SUSPECTED PRODUCT TAMPERING 


SUSPICIOUSNESS 


0.00% 
0.00% 





SUSTAINED VIRAL RESPONSE 
SUTURE INSERTION 


N 
о 


0.00% 





SUTURE REMOVAL 


= 





SWALLOW STUDY 
SWEAT DISCOLOURATION 


= 
= 


0.00% 





SWEAT GLAND DISORDER 


0.00% 





SWEAT GLAND INFECTION 
SWEATING FEVER 


7 
5,486 
3,800 


0.00% 
0.00% 


1.16% 





SWELLING FACE 
SWELLING OF EYELID 


548 
1 


0.17% 





SWOLLEN TEAR DUCT 
SWOLLEN TONGUE 


SYMMETRICAL DRUG-RELATED INTERTRIGINOUS AND FLEXURAL EXANTHEMA 


2,751 


0.00% 
0.84% 





SYMPTOM RECURRENCE 


7,525 
23 


1 0.00% 
5 0.00% 


2.31% 


0.01% 





SYNOVIAL CYST 
SYNOVIAL FLUID ANALYSIS 


0.00% 





SYNOVIAL FLUID ANALYSIS ABNORMAL 
SYNOVIAL FLUID CELL COUNT 


0.00% 
0.00% 


0.00% 





SYNOVIAL FLUID CRYSTAL 
SYNOVIAL FLUID CRYSTAL PRESENT 


SYNOVIAL FLUID PROTEIN 


0.00% 





SYNOVIAL FLUID RED BLOOD CELLS POSITIVE 
SYNOVIAL FLUID WHITE BLOOD CELLS POSITIVE 


0.00% 
0.00% 





SYNOVIAL RUPTURE 
SYNOVITIS 


SYPHILIS 


16 
3 


0.00% 
0.00% 


0.00% 





SYRINGE ISSUE 
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S Emme] Tea ПІ 
Reported 326,239) 
SYSTEMIC CANDIDA 0.00% 
SYSTEMIC INFLAMMATORY RESPONSE SYNDROME 0.03% 
SYSTEMIC LUPUS ERYTHEMATOSUS DISEASE ACTIVITY INDEX DECREASED 

SYSTEMIC MASTOCYTOSIS 


0.00% 
SYSTOLIC DYSFUNCTION 
SYSTOLIC HYPERTENSION 


























w 
N 
o 
оо оон ам 





ы 
= 


























0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
T-LYMPHOCYTE COUNT 0.00% 
T-LYMPHOCYTE COUNT INCREASED 0.00% 
TACHYCARDIA FOETAL 0.00% 
TACHYPHRENIA 0.01% 
TARDIVE DYSKINESIA 

TARGET SKIN LESION 

TASTE DISORDER 

TEARFULNESS 

TELANGIECTASIA 

TEMPERATURE DIFFERENCE OF EXTREMITIES 

TEMPERATURE PERCEPTION TEST ABNORMAL 

TEMPERATURE REGULATION DISORDER 

TEMPOROMANDIBULAR JOINT SURGERY 

TENDERNESS 

TENDON DISORDER 

TENDON LAXITY 

TENDON RUPTURE 

TENDONITIS 


0.00% 
TANGENTIALITY 
TEMPERATURE PERCEPTION TEST INCREASED 
TENOSYNOVITIS 
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[Reported | || | 228239 || | 
Reported 326,239) 
TENOSYNOVITIS STENOSANS 1 0.00% 
TENSION 109 0.0396 
TENSION HEADACHE 0.06% 
TENSOR FASCIAE LATAE SYNDROME 0.00% 
TERMINAL ILEITIS 0.00% 
TERMINAL INSOMNIA 0.00% 
TERMINAL STATE 0.00% 
TESTICULAR ATROPHY 0.00% 
TESTICULAR DISORDER 0.00% 
TESTICULAR FAILURE 0.00% 
TESTICULAR MASS 0.00% 
TESTICULAR PAIN 0.02% 
TESTICULAR SWELLING 0.01% 
TESTICULAR TORSION 0.00% 
TESTIS CANCER 0.00% 
TETANUS 0.00% 
TETANY 0.00% 
THALAMIC INFARCTION 0.01% 
THALAMUS HAEMORRHAGE 0.00% 
THALASSAEMIA 0.00% 
THALASSAEMIA MINOR 0.00% 
THECAL SAC COMPRESSION 0.00% 
THERAPEUTIC ASPIRATION 0.00% 
THERAPEUTIC EMBOLISATION 0.00% 
THERAPEUTIC GARGLE 0.00% 
THERAPEUTIC HYPOTHERMIA 0.00% 
THERAPEUTIC PRODUCT EFFECT DECREASED 0.00% 
THERAPEUTIC PRODUCT EFFECT DELAYED 0.00% 
THERAPEUTIC PRODUCT EFFECT INCOMPLETE 0.00% 
THERAPEUTIC PRODUCT INEFFECTIVE 0.00% 
THERAPEUTIC RESPONSE CHANGED 0.00% 
THERAPEUTIC RESPONSE DECREASED 0.00% 
THERAPEUTIC RESPONSE DELAYED 0.00% 
THERAPEUTIC RESPONSE SHORTENED 0.00% 
THERAPEUTIC RESPONSE UNEXPECTED 0.04% 
THERAPY CESSATION 0.00% 
THERAPY CHANGE 0.00% 
THERAPY INTERRUPTED 0.00% 
THERAPY NON-RESPONDER 0.03% 
THERAPY PARTIAL RESPONDER 0.00% 
THERMAL BURN 0.01% 
THERMAL BURNS OF EYE 0.00% 
THERMOMETRY 0.00% 
THERMOMETRY ABNORMAL 0.00% 
THINKING ABNORMAL 0.05% 
THIRD TRIMESTER PREGNANCY 0.00% 
THIRST 0.23% 
THIRST DECREASED 

THORACIC CAVITY DRAINAGE 

THORACIC OPERATION 
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Symptoms | | 
[TENSION HEADACHE 
TESTICULAR FAILURE | | (| 
TETANY 0-4 
|ТНЕСАІ. SAC COMPRESSION o 
[THERAPEUTIC PRODUCT EFFECT INCOMPLETE — — (| | | 
[THERAPY CESSATION | | | — — | 
|THERMOMETRY — 0 | 
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| Е Е" Т 
Reported 326,239) 
0.00% 
0.00% 
0.00% 
0.00% 
0.08% 


THORACIC OUTLET SYNDROME 
THORACIC VERTEBRAL FRACTURE 
THOUGHT BLOCKING 
THREATENED LABOUR 

THROAT CLEARING 

THROAT IRRITATION 1.11% 
THROAT LESION 0.00% 
THROAT TIGHTNESS 1.25% 
THROMBECTOMY 0.04% 
THROMBIN TIME 0.00% 
THROMBIN TIME NORMAL 0.00% 
THROMBIN TIME PROLONGED 0.00% 
THROMBIN-ANTITHROMBIN III COMPLEX 0.00% 
THROMBIN-ANTITHROMBIN III COMPLEX NORMAL 0.00% 


THROMBOCYTOPENIA 0.12% 
THROMBOEMBOLECTOMY 0.01% 
THROMBOPHLEBITIS 

THROMBOPHLEBITIS SUPERFICIAL 


01% 
0.00% 
THROMBOSIS 
THROMBOSIS IN DEVICE 


THROMBOSIS MESENTERIC VESSEL 
THROMBOTIC CEREBRAL INFARCTION 
THROMBOTIC THROMBOCYTOPENIC PURPURA 
THYROGLOSSAL CYST 

THYROID CALCIFICATION 

THYROID DISORDER 

THYROID FUNCTION TEST ABNORMAL 
THYROID GLAND SCAN ABNORMAL 
THYROID MASS 

THYROID STIMULATING IMMUNOGLOBULIN 
THYROIDITIS 


THYROIDITIS ACUTE 
THYROIDITIS SUBACUTE 
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6/15/2021 The Vaccine Adverse Event О ыыы CO System (VAERS) Results Form 


OOOO ü ë [I 
Reported 326,239) 
THYROTOXIC CRISIS 0.00% 
THYROXINE FREE 0.02% 
THYROXINE FREE DECREASED 0.00% 
THYROXINE FREE NORMAL 0.01% 
TIBIA FRACTURE 0.00% 
TIDAL VOLUME DECREASED 

TILT TABLE TEST NORMAL 

TINEA CAPITIS 

TINEA INFECTION 

TINEA VERSICOLOUR 


0.00% 
0.00% 
TINEL'S SIGN 
TINNITUS 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

TISSUE EXPANSION PROCEDURE 

TISSUE INJURY 

TOE AMPUTATION 

TOLOSA-HUNT SYNDROME 

TONGUE BITING 

TONGUE CYST 

TONGUE DISCOMFORT 

TONGUE DRY 

TONGUE EXFOLIATION 

TONGUE GEOGRAPHIC 

TONGUE HAEMORRHAGE 


TONGUE INDURATION 
TONGUE INJURY 





ы 








мін 
ojo 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 


"Tea 
Reported 326,239) 

TONGUE MOVEMENT DISTURBANCE 24 0.01% 
TONGUE OEDEMA 

TONGUE PARALYSIS 

TONGUE PIGMENTATION 
TONGUE PRURITUS 

TONGUE ROUGH 

TONGUE SPASM 

TONGUE THRUST 

TONGUE ULCERATION 

TONIC CLONIC MOVEMENTS 
TONIC CONVULSION 

TONIC POSTURING 
TONSILLAR CYST 

TONSILLAR DISORDER 
TONSILLAR ERYTHEMA 
TONSILLAR EXUDATE 
TONSILLAR HAEMORRHAGE 
TONSILLAR HYPERTROPHY 
TONSILLAR INFLAMMATION 
TONSILLAR ULCER 
TONSILLECTOMY 
TONSILLITIS 

TONSILLITIS BACTERIAL 
TONSILLITIS STREPTOCOCCAL 





0.01% 
0.00% 
0.00% 
0.11% 
0.00% 
0.00% 
0.00% 
0.02% 
0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.03% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.00% 
































TOOTH AVULSION 

TOOTH DEVELOPMENT DISORDER 

TOOTH DISCOLOURATION 

TOOTH DISORDER 

TOOTH EXTRACTION 

TOOTH FRACTURE 

TOOTH INFECTION 

TOOTH INJURY 

TOOTH LOSS 

TOOTH REPAIR 

TOOTHACHE 

TOPOGRAPHY CORNEAL 

TORSADE DE POINTES 

TORTICOLLIS 

TOTAL BILE ACIDS 

TOTAL CHOLESTEROL/HDL RATIO 

TOTAL CHOLESTEROL/HDL RATIO DECREASED 
TOTAL CHOLESTEROL/HDL RATIO NORMAL 
TOTAL COMPLEMENT ACTIVITY DECREASED 
TOTAL COMPLEMENT ACTIVITY INCREASED 
TOTAL COMPLEMENT ACTIVITY TEST 
TOTAL LUNG CAPACITY DECREASED 
TOURETTE'S DISORDER 

TOXIC ENCEPHALOPATHY 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.01% 
0.00% 
0.00% 
0.00% 
0.13% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.01% 






































2 
6 
1 
12 
2 
10 
93 
3 
1 
TONSILLOLITH 7 0.00% 

1 
13 
26 
16 
420 
2 
1 
2 
2 
10 
5 
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Events Percent (of 
Reported 326,239) 
ме ______ EPIDERMAL NECROLYSIS 
TOXIC NODULAR GOITRE 


0.00% 
0.00% 
TOXICITY TO VARIOUS AGENTS 0.00% 
TOXICOLOGIC TEST ABNORMAL 
TOXOCARIASIS 


0.01% 
0.00% 
0.01% 
0.00% 
0.00% 

TOXOPLASMOSIS 0.00% 

TRACHEAL ASPIRATION PROCEDURE 

TRACHEAL HAEMORRHAGE 

TRACHEAL OBSTRUCTION 

TRACHEAL PAIN 

ТКАСНЕТТТ$ 


0.00% 
0.00% 
TRACHEOBRONCHITIS 
TRACHEOMALACIA 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

TRACHEOSCOPY 

TRANS-SEXUALISM 

TRANSAMINASES INCREASED 

TRANSCRIPTION MEDICATION ERROR 

TRANSFERRIN 

TRANSFERRIN NORMAL 

TRANSFERRIN SATURATION DECREASED 

TRANSIENT ACANTHOLYTIC DERMATOSIS 

TRANSIENT ISCHAEMIC ATTACK 

TRANSITIONAL CELL CARCINOMA 

TRANSMEMBRANE RECEPTOR TYROSINE KINASE ASSAY 


TRANSPLANT 
TRANSPLANT EVALUATION 











N 
































Ul 
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|_________ би LS, ве [D 
Reported 326,239) 
TRANSPLANT FAILURE 0.00% 
TRANSVALVULAR PRESSURE GRADIENT 0.00% 
TRANSVERSE SINUS THROMBOSIS 0.01% 
TRAUMATIC HAEMATOMA 0.00% 
TRAUMATIC LUNG INJURY 0.00% 
TREATMENT NONCOMPLIANCE 

TRENDELENBURG POSITION 

TREPONEMA TEST POSITIVE 

TRI-IODOTHYRONINE DECREASED 

TRI-IODOTHYRONINE FREE ABNORMAL 


0.00% 
2.21% 
TRI-IODOTHYRONINE FREE INCREASED 
TRI-IODOTHYRONINE FREE NORMAL 


0.00% 
0.01% 
0.02% 
0.00% 
0.00% 
0.00% 
0.00% 

TRI-IODOTHYRONINE INCREASED 

TRICHINIASIS 

TRICHORRHEXIS 

TRICUSPID VALVE PROLAPSE 

TRIGEMINAL NERVE PARESIS 

TRIGGER FINGER 

TRISOMY 18 

TROPONIN 

TROPONIN I 

TROPONIN I DECREASED 

TROPONIN I NORMAL 


TROPONIN INCREASED 
TROPONIN NORMAL 


























= 
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4 
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2 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 

Па am 
Reported 326,239) 

TROPONIN T 43 0.01% 
2| 0.0% 
TRPV4 GENE MUTATION 1 0.00% 
TRYPTASE INCREASED 3 0.00% 
TUBERCULIN TEST FALSE POSITIVE 0.00% 
TUBERCULOSIS 0.00% 
TUBULOINTERSTITIAL NEPHRITIS 
TUMOUR LYSIS SYNDROME 


0.00% 
0.00% 
TUMOUR MARKER ABNORMAL 
TUMOUR MARKER INCREASED 
TUMOUR MARKER TEST 
TUMOUR PAIN 


TUMOUR ULCERATION 

TURNER'S SYNDROME 

TWIN PREGNANCY 

TYMPANIC MEMBRANE HYPERAEMIA 

TYMPANOMETRY 

20 
TYPE 2 DIABETES MELLITUS 9 

TYPE IIA HYPERLIPIDAEMIA 2 0.00% 
== 
ТҮРЕ IV HYPERSENSITIVITY REACTION 48 0.01% 
о 
d zë 
TYROSINE KINASE MUTATION ASSAY 1 0.00% 
ULCER HAEMORRHAGE 7 0.00% 
== 
ULCERATIVE KERATITIS 11 0.00% 
ULNAR NEURITIS 

ULTRASOUND ABDOMEN 

ULTRASOUND ABDOMEN NORMAL 


ULTRASOUND ANTENATAL SCREEN 
ULTRASOUND ANTENATAL SCREEN ABNORMAL 











~ 

















0.00% 
0.00% 
0.00% 
0.08% 
0.00% 
0.00% 
0.00% 
0.00% 


0.00% 
0.00% 


0.01% 

















1 
3 
2 
1 
1 
1 
4 
1 
1 
2 
9 
0% 





| 

















0.00% 


3 

| ою» 
3 0.00% 
=. 
183 0.06% 
42-2. 
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Den) LB ве [I 
Reported 326,239) 
ULTRASOUND ANTENATAL SCREEN NORMAL 0.00% 
ULTRASOUND BILIARY TRACT NORMAL 0.00% 
ULTRASOUND BLADDER ABNORMAL 0.00% 
ULTRASOUND BREAST 0.02% 
ULTRASOUND CHEST 0.01% 
ULTRASOUND DOPPLER ABNORMAL 

ULTRASOUND EYE 

ULTRASOUND FOETAL 

ULTRASOUND JOINT 

ULTRASOUND KIDNEY ABNORMAL 


0.13% 
0.05% 
ULTRASOUND KIDNEY NORMAL 
ULTRASOUND LIVER 


0.00% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.01% 

ULTRASOUND LIVER ABNORMAL 

ULTRASOUND OVARY 

ULTRASOUND PANCREAS NORMAL 

ULTRASOUND PELVIS ABNORMAL 

ULTRASOUND PENIS 

ULTRASOUND SCAN NORMAL 

ULTRASOUND SCAN VAGINA ABNORMAL 

ULTRASOUND SPLEEN 

ULTRASOUND TESTES NORMAL 

ULTRASOUND THYROID ABNORMAL 

ULTRASOUND UTERUS 


ULTRASOUND UTERUS ABNORMAL 
ULTRASOUND UTERUS NORMAL 





№ 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 


ses [LI зы" |І 
Reported 326,239) 

0.0096 

0.00% 


UMBILICAL HERNIA 0.00% 
UNDERDOSE 1,329 0.41% 
UNDERWEIGHT 0.00% 


UNHEALTHY DIET 1 0.00% 
UPPER AIRWAY OBSTRUCTION 4 0.00% 
UPPER LIMB FRACTURE 21 0.01% 
—— 
G — 0024 
UPPER RESPIRATORY TRACT INFECTION 62 0.02% 
UPPER-AIRWAY COUGH SYNDROME 0.06% 
URETERAL STENT INSERTION 


URETERIC HAEMORRHAGE 
URETERIC INJURY 


URETERIC OBSTRUCTION 
URETERITIS 

URETEROSCOPY 

URETHRAL BULKING AGENT INJECTION 
URETHRAL HAEMORRHAGE 
URETHRAL SPASM 

URETHRITIS NONINFECTIVE 
URINARY ASSISTANCE DEVICE USER 
URINARY CASTS 

URINARY HESITATION 

URINARY LIPIDS PRESENT 


URINARY NITROGEN INCREASED 
URINARY OCCULT BLOOD NEGATIVE 





UMBILICAL CORD ABNORMALITY 
UMBILICAL CORD PROLAPSE 
































0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 
0.00% 


10 0.00% 
— 
8 0.00% 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
А-В 
Reported 326,239) 
URINARY OCCULT BLOOD POSITIVE 3 0.00% 
OR 
URINARY SEDIMENT PRESENT 22 0.01% 
e 
URINARY STRAINING 2 0.00% 


0.00% 
URINARY SYSTEM X-RAY ABNORMAL 0.00% 


URINARY TRACT DISCOMFORT 10 0.00% 


io — оло» 
URINARY TRACT INFECTION 577 0.18% 
URINARY TRACT INFECTION ENTEROCOCCAL 0.00% 
URINARY TRACT INFLAMMATION 


URINARY TRACT OBSTRUCTION 
URINARY TRACT PAIN 


URINARY TRACT STOMA COMPLICATION 

URINE ALCOHOL TEST NEGATIVE 0.00% 
URINE ANALYSIS ABNORMAL 154 0.05% 
0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 


URINE KETONE BODY PRESENT 0.01% 
URINE LEUKOCYTE ESTERASE POSITIVE 30 0.01% 
= 
URINE OSMOLARITY DECREASED 1 0.00% 
i[ zë 
URINE OUTPUT 7 0.00% 
E 
URINE OUTPUT INCREASED 13 0.00% 
URINE PHOSPHORUS NORMAL 


URINE PORPHOBILINOGEN INCREASED 
URINE POTASSIUM DECREASED 











= 
N 

















0.00% 
0.01% 





LA 











URINE BILIRUBIN DECREASED 
URINE CALCIUM/CREATININE RATIO 
URINE CYTOLOGY 

URINE ELECTROLYTES NORMAL 
URINE FLOW DECREASED 


URINE KETONE BODY ABSENT 4 














0 
28 
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|________ Бе Е TL] ESSE [D 
Reported 326,239) 

URINE PROTEIN/CREATININE RATIO 0.00% 
URINE PROTEIN/CREATININE RATIO INCREASED 0.00% 
URINE RETINOL BINDING PROTEIN INCREASED 0.00% 
URINE TRANSITIONAL CELLS PRESENT 0.00% 
UROBILINOGEN URINE DECREASED 

URODYNAMICS MEASUREMENT 

UROGRAM ABNORMAL 


0.00% 
0.01% 
0.00% 
0.00% 

URTICARIA CHRONIC 

URTICARIA THERMAL 

UTERINE CERVICAL PAIN 


0.00% 
0.00% 
UTERINE CONTRACTIONS ABNORMAL 
UTERINE CONTRACTIONS DURING PREGNANCY 


0.00% 
0.00% 
3.36% 
0.00% 
0.00% 
0.00% 
0.00% 

UTERINE CYST 

UTERINE DILATION AND EVACUATION 

UTERINE HYPERTONUS 

UTERINE LEIOMYOMA 

UTERINE OPERATION 

UTERINE SPASM 

UVEITIS 

VACCINATION COMPLICATION 

VACCINATION SITE ABSCESS 

VACCINATION SITE ATROPHY 

VACCINATION SITE CELLULITIS 


VACCINATION SITE COLDNESS 
VACCINATION SITE DISCHARGE 





























= 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
EIE TT 
Reported 326,239) 
VACCINATION SITE DISCOLOURATION 45 0.0196 
VACCINATION SITE DYSAESTHESIA 
VACCINATION SITE EXTRAVASATION 
VACCINATION SITE HAEMORRHAGE 


VACCINATION SITE HYPOAESTHESIA 
VACCINATION SITE INDURATION 





0.02% 
0.00% 
0.00% 
0.20% 
0.00% 
0.00% 
0.02% 
0.00% 
0.00% 
0.01% 
0.06% 

















0.00% 
0.01% 
0.00% 
0.00% 
0.00% 
0.01% 
0.00% 
0.06% 
0.02% 
0.00% 
0.00% 
0.01% 
0.00% 
0.92% 
0.00% 
0.00% 
0.01% 





VACCINATION SITE INJURY 

VACCINATION SITE JOINT MOVEMENT IMPAIRMENT 

VACCINATION SITE LYMPHADENOPATHY 

VACCINATION SITE MOVEMENT IMPAIRMENT 

VACCINATION SITE NERVE DAMAGE 

VACCINATION SITE OEDEMA 

VACCINATION SITE PAPULE 

VACCINATION SITE PLAQUE 0.00% 
VACCINATION SITE PUSTULE 0.00% 


VACCINATION SITE SCAB 0.00% 
VACCINATION SITE SCAR 














1 

11 

70 

26 

VACCINATION SITE INFECTION 7 0.00% 

3 
8 
11 

17 

54 

al 

12 





ОЈ 


, 


о 
= 
о 


| 





N 
= | © 





LA 
о 
~ 





~ 





0.00% 
МАССТМАТТОМ SITE STREAKING 3 0.00% 
VACCINATION SITE THROMBOSIS 0.00% 


0.00% 
VACCINATION SITE URTICARIA 


0.01% 
VACCINATION SITE VESICLES 0.00% 
VACCINE BREAKTHROUGH INFECTION 0.02% 


VACUUM EXTRACTOR DELIVERY 


VAGAL NERVE STIMULATOR IMPLANTATION 
VAGINAL DILATION PROCEDURE 


II 








= 
w = = 
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6/15/2021 The Vaccine Adverse Event Sr System (VAERS) Results Form 


Events Percent (of 
Reported 326,239) 
LLL BEER) DISCHARGE 
VAGINAL DISORDER 


0.01% 
0.00% 
VAGINAL HAEMORRHAGE 0.14% 
VAGINAL LESION 0.00% 
VAGINAL ODOUR 0.00% 
VAGUS NERVE DISORDER 0.00% 
VALVULOPLASTY САВОТАС 
VARICELLA 
VARICELLA VIRUS TEST NEGATIVE 
VARICELLA ZOSTER VIRUS INFECTION 
VARICOCELE 


0.00% 
0.00% 
VARICOPHLEBITIS 
VARICOSE VEIN 


0.00% 
0.00% 
0.00% 
0.01% 
0.01% 
0.00% 

VASCULAR ACCESS SITE BRUISING 

VASCULAR CALCIFICATION 

VASCULAR COMPRESSION 

VASCULAR DEVICE USER 

VASCULAR ENDOTHELIAL GROWTH FACTOR ASSAY 


0.00% 
VASCULAR GRAFT OCCLUSION 
VASCULAR IMAGING 
VASCULAR INSUFFICIENCY 
VASCULAR OPERATION 
VASCULAR PSEUDOANEURYSM 
VASCULAR RUPTURE 


VASCULAR STENT INSERTION 
VASCULAR STENT OCCLUSION 
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6/15/2021 The Vaccine Adverse Event Sr CC System (VAERS) Results Form 


[ ma LS, TL ESSE" | 
Reported 326,239) 
VASCULAR STENT THROMBOSIS 0.00% 
VASCULAR TEST NORMAL 0.00% 
VASCULITIS 

VASOCONSTRICTION 


0.02% 
VASOGENIC CEREBRAL OEDEMA 
VASOMOTOR RHINITIS 























= 
N 





= 
лін 





























0.00% 
VENIPUNCTURE 
VENOUS PRESSURE JUGULAR INCREASED 
VENOUS RECANALISATION 


0.00% 
VENOGRAM 
VENOUS STENOSIS 
VENOUS STENT INSERTION 


0.00% 
0.00% 
0.02% 
0.00% 
0.00% 
VASOPRESSIVE THERAPY 
VEIN COLLAPSE 0.00% 
VEIN RUPTURE 0.00% 
VENA CAVA FILTER INSERTION 0.00% 
VENOGRAM ABNORMAL 

VENOOCCLUSIVE LIVER DISEASE 

VENOUS INJURY 

VENOUS OXYGEN PARTIAL PRESSURE 

VENOUS OXYGEN SATURATION DECREASED 

VENOUS THROMBOSIS 

VENTILATION/PERFUSION SCAN 

VENTILATION/PERFUSION SCAN NORMAL 

VENTRICULAR ASSIST DEVICE INSERTION 

VENTRICULAR CISTERNOSTOMY 


0.00% 
VENA CAVA THROMBOSIS 
VENOUS PRESSURE 
VENTRICULAR DRAINAGE 








es 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
ant een 
Reported 326,239) 

VENTRICULAR DYSFUNCTION 0.00% 
VENTRICULAR ENLARGEMENT 0.00% 
VENTRICULAR FIBRILLATION 0.02% 
VENTRICULAR HYPOKINESIA 0.02% 
VENTRICULAR TACHYARRHYTHMIA 0.00% 
VENTRICULO-PERITONEAL SHUNT 

VERTEBRAL ARTERY ANEURYSM 


0.00% 
0.00% 
VERTEBRAL ARTERY ARTERIOSCLEROSIS 0.00% 
VERTEBRAL ARTERY OCCLUSION 
VERTEBRAL ARTERY THROMBOSIS 














N u 
хь [ил [|= lolu 


























5 
1 
7 
1 
2 
2 
2 
1 

















N 


о 
~ 





| 


0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
VERTEBROBASILAR INSUFFICIENCY 0.00% 
VERTEBROPLASTY 0.00% 
VERTIGO CNS ORIGIN 0.00% 
VERY LOW DENSITY LIPOPROTEIN 0.00% 
VESICOURETERIC REFLUX 0.00% 
0.00% 
0.00% 
VESTIBULAR FUNCTION TEST NORMAL 0.00% 
VESTIBULAR NEURONITIS 0.01% 
VIBRATORY SENSE INCREASED 0.01% 
VIIITH NERVE INJURY 0.00% 
VIOLENCE-RELATED SYMPTOM 
VIRAEMIA 


0.00% 
VERTEBRAL LESION 
VERTEBRAL OSTEOPHYTE 

0.00% 

0.00% 
VESTIBULAR FUNCTION TEST 
VESTIBULAR FUNCTION TEST ABNORMAL 

0.00% 
VIRAL CARDIOMYOPATHY 








= 
` 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
jaa 
Reported 326,239) 
VIRAL INFECTION 64 0.02% 
VIRAL LOAD INCREASED 0.00% 
VIRAL MYOCARDITIS 1 0.00% 
VIRAL PERICARDITIS 0.00% 
з| oow| 
VIRAL SEPSIS 1 0.00% 
E 
VIRAL TEST 97 0.03% 
VIRAL TEST POSITIVE 12 0.00% 
VIRAL UPPER RESPIRATORY TRACT INFECTION 0.00% 
VISCERAL PAIN 
VISUAL ACUITY REDUCED 


0.00% 
0.98% 
VISUAL ACUITY TESTS 
VISUAL ACUITY TESTS ABNORMAL 
0.00% 


VISUAL ACUITY TESTS NORMAL 

VISUAL BRIGHTNESS 0.00% 
с 
„| — o0») 
VISUAL FIELD TESTS ABNORMAL 7 0.00% 
VISUAL IMPAIRMENT 0.53% 
VISUAL PERSEVERATION 0.00% 
VISUOSPATIAL DEFICIT 0.00% 
VITAL CAPACITY ABNORMAL 0.00% 
VITAL FUNCTIONS ABNORMAL 32 0.01% 
ош 
VITAMIN A NORMAL 1 0.00% 
— _ 
VITAMIN B1 DEFICIENCY 1 0.00% 
РА 
VITAMIN В12 ABNORMAL 3 0.00% 
VITAMIN B12 ABSORPTION TEST 0.00% 


3 
VITAMIN B12 DECREASED 22 0.01% 
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6/15/2021 The Vaccine Adverse Event Sr. CC System (VAERS) Results Form 


Emme] Je TIERS" TT 
Reported 326,239) 

VITAMIN B12 DEFICIENCY 0.00% 
VITAMIN В2 0.00% 
VITAMIN B6 ABNORMAL 0.00% 
VITAMIN B6 NORMAL 0.00% 
VITAMIN С NORMAL 0.00% 
VITAMIN D ABNORMAL 

VITAMIN D DEFICIENCY 

VITAMIN K 

VITAMIN K DEFICIENCY 

VITH NERVE PARALYSIS 


0.00% 
0.01% 
VITILIGO 
VITRECTOMY 


0.01% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
0.00% 

VITREOUS DEGENERATION 

VITREOUS FLOATERS 

VOCAL CORD ATROPHY 

VOCAL CORD DYSFUNCTION 

VOCAL CORD PARALYSIS 

VOCAL CORD THICKENING 

VOLUME BLOOD INCREASED 

VOLVULUS REPAIR 

VON WILLEBRAND'S DISEASE 

VON WILLEBRAND'S FACTOR ACTIVITY TEST 

VON WILLEBRAND'S FACTOR ANTIGEN NORMAL 


VULVA CYST 
VULVAL ABSCESS 
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mm 
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s Emme] Tea TT 
Reported 326,239) 

VULVAL DISORDER 0.00% 
VULVOVAGINAL BURNING SENSATION 0.00% 
VULVOVAGINAL DISCOMFORT 

VULVOVAGINAL ERYTHEMA 


0.00% 
VULVOVAGINAL MYCOTIC INFECTION 
VULVOVAGINAL PAIN 





























= 
= 














~ 
мн 














0.00% 
0.00% 
0.00% 
0.00% 
0.00% 
VULVOVAGINAL PRURITUS 0.01% 
VULVOVAGINAL SWELLING 0.00% 
VULVOVAGINITIS TRICHOMONAL 0.00% 
WALKING AID USER 0.06% 
WALKING DISTANCE TEST NORMAL 

WALL MOTION SCORE INDEX ABNORMAL 

WALL MOTION SCORE INDEX NORMAL 

WEBER TUNING FORK TEST 

WEIGHT DECREASED 

WEIGHT GAIN POOR 

WERNICKE'S ENCEPHALOPATHY 

WEST NILE VIRUS TEST POSITIVE 

WHEEZING 

WHITE BLOOD CELL ANALYSIS NORMAL 

WHITE BLOOD CELL COUNT DECREASED 

WHITE BLOOD CELL COUNT NORMAL 

WHITE BLOOD CELL MORPHOLOGY ABNORMAL 

WHITE BLOOD CELL SCAN 


0.01% 
WALKING DISTANCE TEST 
WEST NILE VIRUS TEST NEGATIVE 
WHITE BLOOD CELLS STOOL 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
=m 
Reported 326,239) 

WHITE BLOOD CELLS STOOL POSITIVE 1 0.00% 
„| 0.0% 
WHITE BLOOD CELLS URINE POSITIVE 42 0.01% 
м 
WHITE MATTER LESION 53 0.02% 
WILLIAMS SYNDROME 0.00% 
WITHDRAWAL BLEED 0.00% 
WITHDRAWAL OF LIFE SUPPORT 11 0.00% 
WOLFF-PARKINSON-WHITE SYNDROME 1 0.00% 
7| сло 
WOUND COMPLICATION 0.00% 
WOUND DRAINAGE 0.00% 
WOUND INFECTION 


0.00% 
WOUND INFECTION STAPHYLOCOCCAL 
WOUND SECRETION 


WOUND TREATMENT 
WRIST FRACTURE 
WRITER'S CRAMP 


WRONG DOSAGE FORMULATION 

WRONG PATIENT 

WRONG PRODUCT ADMINISTERED 

i 

WRONG TECHNIQUE IN DEVICE USAGE PROCESS 11 

X-RAY 1,256 0.38% 

— 

X-RAY DENTAL 18 0.01% 

X-RAY GASTROINTESTINAL TRACT 1 0.00% 

[ss 

X-RAY GASTROINTESTINAL TRACT NORMAL 2 0.00% 

X-RAY LIMB ABNORMAL 54 0.02% 
- 0.02% 


X-RAY LIMB NORMAL 
X-RAY NORMAL 2 0.07% 
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0.00% 
0.00% 


0.00% 
0.00% 


0.00% 
0.00% 


19 0.01% 
2. 
309 0.09% 
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0.00% 
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6/15/2021 The Vaccine Adverse Event Reporting System (VAERS) Results Form 
Symptoms] | Events Percent (of 
Reported 326,239) 
X-RAY OF PELVIS AND HIP 37 0.01% 
X-RAY OF PELVIS AND HIP ABNORMAL 11 0.00% 


X-RAY OF PELVIS AND HIP NORMAL 0.00% 


X-RAY THERAPY TO LUNG 0.00% 
X-RAY WITH CONTRAST 0.00% 











X-RAY WITH CONTRAST UPPER GASTROINTESTINAL TRACT NORMAL 0.00% 
XANTHOPSIA 0.00% 
YAWNING 3 0.01% 
YELLOW SKIN 32 0.01% 

1,427,870 437.68% 








X-RAY WITH CONTRAST LOWER GASTROINTESTINAL TRACT 0.00% 
X-RAY WITH CONTRAST UPPER GASTROINTESTINAL TRACT 0.00% 





Note: Submitting a report to VAERS does not mean that healthcare personnel or the vaccine caused or 
contributed to the adverse event (possible side effect). 


Notes: 


Caveats: VAERS accepts reports of adverse events and reactions that occur following vaccination. Healthcare providers, 
vaccine manufacturers, and the public can submit reports to VAERS. While very important in monitoring vaccine 
safety, VAERS reports alone cannot be used to determine if a vaccine caused or contributed to an adverse event or 
illness. The reports may contain information that is incomplete, inaccurate, coincidental, or unverifiable. Most 
reports to VAERS are voluntary, which means they are subject to biases. This creates specific limitations on how 
the data can be used scientifically. Data from VAERS reports should always be interpreted with these limitations in 
mind. 


The strengths of VAERS are that it is national in scope and can quickly provide an early warning of a safety 
problem with a vaccine. As part of CDC and FDA's multi-system approach to post-licensure vaccine safety 
monitoring, VAERS is designed to rapidly detect unusual or unexpected patterns of adverse events, also known as 
"safety signals." If a safety signal is found in VAERS, further studies can be done in safety systems such as the 
CDC's Vaccine Safety Datalink (VSD) or the Clinical Immunization Safety Assessment (CISA) project. These 
systems do not have the same limitations as VAERS, and can better assess health risks and possible connections 
between adverse events and a vaccine. 


Key considerations and limitations of VAERS data: 


• Vaccine providers are encouraged to report any clinically significant health problem following vaccination to 
VAERS, whether or not they believe the vaccine was the cause. 


* Reports may include incomplete, inaccurate, coincidental and unverified information. 


• The number of reports alone cannot be interpreted or used to reach conclusions about the existence, 
severity, frequency, or rates of problems associated with vaccines. 


• VAERS data are limited to vaccine adverse event reports received between 1990 and the most recent date 
for which data are available. 


• VAERS data do not represent all known safety information for a vaccine and should be interpreted іп the 
context of other scientific information. 


Some items may have more than 1 occurrence in any single event report, such as Symptoms, Vaccine Products, 
Manufacturers, and Event Categories. If data are grouped by any of these items, then the number in the Events 
Reported column may exceed the total number of unique events. If percentages are shown, then the associated 
percentage of total unique event reports will exceed 100% in such cases. For example, the number of Symptoms 
mentioned is likely to exceed the number of events reported, because many reports include more than 1 
Symptom. When more then 1 Symptom occurs in a single report, then the percentage of Symptoms to unique 
events is more than 100%. More information. 


Data contains VAERS reports processed as of 06/04/2021. The VAERS data in WONDER are updated weekly, yet 
the VAERS system receives continuous updates including revisions and new reports for preceding time periods. 
Duplicate event reports and/or reports determined to be false are removed from VAERS. More information. 


For more information on how many persons have been vaccinated in the US for COVID19 to date, 
seehttps://covid.cdc.gov/covid-data-tracker/ £ vaccinations/ 





Help: See The Vaccine Adverse Event Reporting System (VAERS) Documentation for more information. 
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Query Criteria: 


State / Territory: The United States/Territories/Unknown 
Vaccine Products: | COVID19 VACCINE (COVID19) 

Group By: Symptoms 

Show Totals: True 

Show Zero Values: False 
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